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REPORT 


Board  of  Fire  Commissioners. 


Fire  Commissioners'  Office, 
San  Francisco,  July  1,  1881. 

To  the  Hon.  the  Board  of  Supervisors 

of  the  City  and  County  of  San  Francisco: 

Gentlemen — In  conformity  with  Kesolution  No.  15,214  (New 
Series),  the  Board  of  Fire  Commissioners  have  the  honor  to 
submit  their  fifteenth  annual  report  of  the  condition  and  work- 
ings of  the  Fire  Department  for  the  fiscal  year  ending  June  30, 
1881. 

The  expenditures  of  the  Department  for  the  year,  as  shown 
by  the  books,  have  been  as  follows: 

For  running  expenses $49,627  18 

For  material  purchased 9,435  52 

For  new  Corporation  Yard  building 27,368  30 

Total $86,431  00 

For  salaries  of  officers  and  employes $199,260  00 

Total  cost  of  Department  for  the  year $285,691  00 


The  necessity  for  a  new  building  for  a  workshop  and  corpora- 
tion yard  for  Fire  Department  purposes  has  long  been  felt. 
This  Board,  therefore,  decided  to  recommend  the  purchase  of  a 
lot  and  the  erection  of  a  new  building;  your  Board,  however, 
decided  to  erect  a  new  building  on  the  old  lot,  and  the  same  has 
been  erected  at  an  expense  of  $27,368.30. 
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The  building  is  two  stories  in  height.  The  lower  floor  is  used 
for  the  storage  of  relief  apparatus,  supplies,  hose,  etc. ;  the  up- 
per floor  for  a  repair  shop,  stable,  and  storage  for  forage.  It  is 
believed  the  building  will  answer  the  requirements  of  the  Depart- 
ment for  many  years. 

By  reference  to  the  statements  accompanying  this  report,  the 
total  valuation  of  the  property  held  in  trust  by  the  Commission- 
ers amounts  to  $485,940. 

We  respectfully  call  the  attention  of  your  Honorable  Body  to 
the  recommendations  contained  in  the  Chief  Engineer's  report, 
and  urge  the  adoption  of  the  same. 

For  a  detailed  statement  of  the  condition  and  workings  of  the 
Department,  we  refer  your  Honorable  Body  to  the  report  of  the 
Chief  Engineer  accompanying  this  report.  ' 

Very  respectfully, 

GOEDON  E.  SLOSff, 
EDWARD  FLAHERTY, 
GUS.  REIS, 

FRANK  G.  EDWARDS, 
EDWARD  B.  COTTER. 
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EXPENDITURES. 

GENERAL   DEPARTMENT— CORPORATION  YARD. 

Setting  and  re-setting  hydrants $2,021  85 

Hydrants  and  bends 1,281  78 

Repairs  to  apparatus 3,966  25 

Horseshoeing 844  50 

Harness  and  repairs 1,181  63 

Oats,  bran  and  carrots 750  76 

Hay 435  71 

Straw  132  70 

Wood 14  70 

Coal 147  84 

Repairs  to  buildings  and  fixtures 705  11 

Telephone  expenses  and  switching 167  74 

Boarding  horses  for  Chief  and  Assistant 720  00 

Boarding  horses,  extra ^...  64  50 

Horse  hire,  extra  horses 177  15 

Pasturage  and  freight  on  horses 121  00 

Gunny-sacks 81  25 

Rent  of  office  for  Commissioners 1,080  00 

Rent  of  building  for  storage  of  apparatus  and  stable.  946  08 

Stationery 131  62 

Printing 162  85 

Advertising 91  00 

Rubber  goods  1,028  70 

Machinery  and  pattefns 391  15 

Leather  and  rivets 336  32 

Babcock  extinguishers 100  00 

Paints    695  97 

Patent  suctions 625  00 

Medicines  for  horses 241  00 

Stores 203  23 


PAY-ROLL   OF  GENERAL  DEPARTMENT. 

1  Chief  Engineer $3,000  00 

1  Assistant  Chief  Engineer 2,400  00 

4  District  Engineers,  $1,800  each 7,200  00 

1  Clerk  to  Commissioners   1,800  (JO 

1  Janitor  and  Messenger 900  00 

1  Superintendent  of  Engines 1.800  00 

1  Assistant  Superintendent  of  Engines 1,680  00 

1  Sub-Engineer  and  Machinist 1,680  00 

1  Clerk  of  Corporation  Yard 1,500  00 

2  Hydrantmen,  $1,080  each 2,160  00 

1  Carpenter 1,200  00 

1  Veterinary  Surgeon 720  00 

1  Drayman « 1,080  00 

1  Watchman 900  00 


$18,757  3& 


$28,020  OO 


10 


FIRE   COMMISSIONERS'    REPORT. 


MATERIAL  PURCHASED. 

10  horses $3,000  00 

1  hose-carriage 1.000  00 

Boiler  tubes 997  35 

Engine  wheels 1,438  17 

1  third-class  Hayes  truck 3,000  00 


$9,435  52 


RECAPITULATION   OF   EXPENDITURES. 

Total  amount  of  company  expenditures $30,869  79 

Total  amount  of  pay-roll  of  companies  171,240  00 


Total  amount  of  expenditures  of  General  Department  $18,757  39 
Total  amount  of  pay-roll  of  officers  and  members. . .     28,020  00 


$202,109  79 


Material  purchased $9,435  52 

Hevf  Corporation  Yard  building 27.368  30 

Total  cost  of  Department 


$46,777 


$36,803  82 
$285,691  00 


STATEMENT  OF  THE  VALUE   OF  PROPERTY 
In  use  by  the  Fire  Department  and  held  by  the  Commissioners,  June  30,  1881. 


Real  Estate. 

Improvements. 

$3,000 
15,000 
6,000 
6,500 
3,000 
6.000 
5,000 
3,000 
5,000 

■ '  '766 
6,000 
4,000 
4,000 
3,000 
2,000 

15,000 
3,600 

'  3,666 
'  s,66o 

5,000 

'  2,066 

10,000 
76,900 

«4,500 

House  and  lot  of  Steamer  Conipanj'  No   3 

3,800 
7,000 
3  500 

House  and  lot  of  Steamer  Company  No   b 

House  and  lot  of  Steamer  Company  No  7 

5,000 
5,000 
4,500 

House  and  lot  of  Steamer  Company  No.  8 

House  and  lot  of  Steamer  Company  No.  9 

House  and  lot  of  Steamer  Company  No  10 

House  and  lot  of  Steamer  Company  No  12 

11,000 
3,000 
3,000 
3,000 
4,000 
3,000 

House  and  lot  of  Hose  Companj  No.  2 

House  and  lot  of  Hose  Company  No   3 

House  and  lot  of  Hose  Company  No.  4 

House  and  lot  of  Hose  Company  No  5 

House  and  lot  of  Hose  Company  No.  7 . 

4  000 

House  and  lot  of  Hose  Company  No   8 

4  800 

ilooo 

7,000 
4,000 

House  and  lot  of  Truck  Company  No.  1 

House  and  lot  of  Truck  Company  No   4 

1  800 

-52  lots  not  in  use  by  the  Department  (estimated j  value). 

«195,700 

$129,900 
195,700 

Total 

DEPARTMENT    STATISTICS.  11 

APPARATUS. 

Steamer  No.  1  ana  tender $4,650  00 

Steamer  No.  2  and  tender 4,650  00 

Steamer  No.  3  and  tender 4,300  00 

Steamer  No.  4  and  tender 4.650  00 

Steamer  No.  5  and  tender 4,400  00 

Steamer  No.  6  and  tender 4,650  00 

Steamer  No.  7  and  tender 4,650  00 

Steamer  No.  8  and  tender 4,300  00 

Steamer  No.  9  and  tender 4,650  00 

Steamer  No.  10  and  tender 4,650  00 

Steamer  No.  11  and  tender 4,650  00 

Steamer  No.  12  and  tender 5,300  00 

Hose  Cart  No.  1 350  00 

Hose  Cart  No.  2 '. 750  00 

Hose  Cart  No.  3 800  00 

Hose  Cart  No.  4 350  00 

Hose  Cart  No.  5 •  350  00 

Hose  Cart  No.  6.. . : 800  00 

Hose  Cart  No.  7 800  00 

Hose  Cart  No.  8 800  00 

Truck  No.  1 3,250  00 

Truck  No.  2 3,250  00 

Truck  No.  3 3,000  00 

Truck  No.  4 3,000  00 

5  reserve  steamers  23,250  00 

5  reserve  hose  carts 1,750  00 

3  reserve  trucks 6,000  00 

1  supply  wagon 450  Oq 

1  buggy.  Chief 250  00 

1  buggy.  Assistant  Chief 250  00 

1  buggy,  relief 200  00 

Total $105,150  00 

HORSES   AND   HARNESS.  . 
There  are  71  horses  in  the  Department,  the  average 

cost  of  which  was  $300;  they  are  fully  worth. .    $21,300  00 

24  sets  of  double  harness  @  $80  1,920  00 

19  sets  of  single  harness  @  $40 760  00 

$23,980  00 

HOSE    AND    FIXTURES. 
Hose  and  hose  fixtures,  leather,  tools,  etc.,  19,400 

feet  of  hose,  average  value  $1.25  per  foot $19,400  00 

Brass  couplings,  rivets,  etc 550  00 

■  $19,950  00 
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SUPPLY   DEPARTMENT. 

/ 

The  supply  department  contains  a  variety  of  articles 
necessary  for  the  purposes  of  the  Department 
and  enumerated  in  the  inventory  to  be  found 
elsewhere,  including  steamer  oils,  extra  wheels 
for  engines,  new  wheels,  boiler  tubes,  extra 
springs,  etc.,  the  aggregate  value  estimated.. . .       $8,875  00 

$8,875  00 

FURNITURE,  FIXTURES,  ETC. 

fhe  inventories  published  herewith  of  the  different 
companies  show  in  detail  the  number  and  de- 
scription of  articles  of  furniture  and  fixtures  in  ^^ 
the  various  houses  of  the  Department,  also  tools,  ^-' 

etc.;  estimated  value $2,000  00 

$2,000  00 

RECAPITULATION.  , 

Real  estate $223,600  00 

Apparatus 105,150  00 

Horses  and  harness 23,980  00 

Hose,  fixtures,  tools,   etc 19,950  00 

Supplies  on  hand 8,875  00 

Furniture  and  fixtures  in  houses   2,000  00 

Furniture,  Commissioners'  office 385  00 

$485,940  00 


REPORT 

OF   THE 

CHIEF  ENGINEER 

OF   THE 

San  Francisco  Fire  Department, 


To  the  Honorable  the  Board  of  Fire  Comnnssioners 

of  the  City  and  County  of  San  Francisco: 

Gentlemen— I  have  the  honor  to  submit  to  you  the  fifteenth  annual  report 
of  the  San  Francisco  Fire  Department  for  the  fiscal  year  ending  June  30, 
1881. 

The  report  contains  a  statement  of  the  condition  and  workings  of  the  de- 
partment—  a  complete  roll  of  the  companies  with  the  property  under  their 
charge,  including  engines,  hose-reels,  hook  and  ladder  trucks  and  appur- 
tenances— material  and  property  belonging  to  the  department  contained  in 
the  Corporation  Yard,  the  number  of  alarms  responded  to  by  each  company, 
number  of  times  in  service  and  time  at  work  at  fires. 

The  department  has  responded  to  255  hall-bell  alarms  and  51  still  alarms, 
making  306  actual  fires,  causing  a  loss  of  $393,320  57;  insurance  paid,  $207,- 
667.14. 

PEOPOKTION   OF   BUILDINGS   BUENED. 

Totally  destroyed 48 

Considerably  damaged  (loss  above  $500 ) 66 

Slightly  damaged  (loss  below  $300) 254 

Fires  confined  to  one  building 200 

Fire  and  no  damage  to  buildings 51 

Greatest  number  of  buildings  burned  at  one  fire,  October  17,  corner  Mis- 
sion and  Steuart  street  —  hay  fire,  wherein  twelve  buildings  were  destroyed, 
causing  a  loss  of  $30,545. 

The  largest  fire  was  on  August  10,  corner  Fulton  and  First  avenue,  in  the 
outlying  portion  of  the  city,  causing  a  loss  of  $30,756.55.  There  being  no 
water  available  in  the  vicinity,  the  efforts  of  the  department  were  of  no  par- 
ticular account. 
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LOSSES    BY  FIRE   DURING   THE   FISCAL   YEAR,  AMOUNT   OF 
INSURANCE,  AND  AMOUNT  OF  INSURANCE  PAID. 


880— July 

August . . . . 

September 

October.... 

November  , 

December.. 
881— January .. . 

February.. 

March 

April 

May 

June 

Totals 


ESTIMATED  LOBS. 


IN8UBANCE. 


$40,476  60 

$64,850  00 

55,807  83 

309,955  00 

25,387  71 

213,450  00 

56,496  28 

135,124  00 

54,801  13 

402,125  00 

15.329  60 

98,616  42 

49,989  05 

388,950  00 

19,373  45 

97,375  00 

15,896  90 

130,325  00 

20,467  03 

98,775  00 

17.560  80 

233,482  14 

21,734  73 

215,989  90 

$2,388,917  46 


INSUBANOK  PAID. 


$12,926  21 
33,684  22 
13,730  75 
22,242  69 
25,31 1 '.I  31 
10,384  60 
32,056  30 
9.257  45 
8,818  90 
15,513  88 
12,907  60 
10,835  23 


c 


TABULAR    STATEMENT    OF    THE    DUTY    PERFORMED   BY    EACH 
COMPANY  DURING  THE  YEAR  ENDING  JUNE  30,  1881. 


KUMBEB  OP  OOMFANT. 

NO.  OF  TIMES 
IN    SERVICE. 

TIME  AT 
WOBK. 

RESPONDED  TO. 

Hrs.  Min. 
57       15 
80      10 
26       .. 
06       15 
75      55 
64      45 

22  30 

23  15 
67       30 
52      35 
17       40 

125      40 
06       .. 
31       15 
31       35 
37       60 
59      30 
ai     20 
8       .. 
10       .. 
41       15 
134      40 
121       55 
132      50 
71      30 

260 

Engine  Company  No.    2 

49 
17 
46 
59 

263 

Engine  Company  No.    3 

264 

261 

Engine  Company  No.   5. 

269 

260 

23 
14 
31 
38 
15 
31 
45 
25 
31 
22 
34 
22 
8 
6 

260 

Engine  Company  No.   8 

260 

263 

Engine  Company  No.  10 

255 

Engine  Company  No.  11 

59 

260 

Hose  Company  No.  1 

263 

259 

260 

Hose  Company  No.  4. 

256 

Hose  Company  No.  6 

Hose  Company  No.  6 

262 
263 

Hose  Company  No.  7.          ... 

39 

263 

257 

Truck  Company  No.  1. 

59 
71 
36 

261 

263 

262 

Truck  Company  No.  4. 

259 

This  statement  includes  Hall  bell  and  still 
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FORCE  OF  THE  DEPARTMENT. 


1  Chief  Engineer. 

1  Assistant  Cliief  Engineer. 

4  Assistant  Engineers. 

1  Clerk  to  Commissioners. 

1  Janitor  and  Messenger. 
25  Foremen  of  Companies. 
12  Engineers  of  Steam  Fire  Engines. 
12  Stokers  of  Steam  Fire  Engines. 
12  Drivers  of  Steam  Fire  Engines. 

9  Drivers  of  Hose  Carriages. 

9  Stewards  of  Hose  Carriages. 

4  Drivers  of  Trucks. 

4  Tillermen  of  Trucks. 


150  Hosemen. 
48  Hook  and  Ladder  Men . 
1  Superintendent  of  Steam  Fire  Engines. 
1  Assistant  Superintendent   of   Steam   Fire- 
Engines. 
1  Clerk  of  Corporation  Yard. 
1  Sub-Engineer  and  Machinist. 

1  Veterinary  Surgeon. 

2  Hydrantmen. 
1  Carpenter. 

1  Corporation  Yard  Watchman. 
1  Corporation  Yard  Drayman. 

303— Total. 


APPARATUS. 


12  Steam  Fire  Engines. 

5  Steam  Fire  Engines,  reserve. 
12  Tenders,  two-wheeled. 

6  Tenders,  two- wheeled,  reserve. 
5  Four-wheeled  Hose  Carriages. 

1  Four-wheeled  Hose  Carriage,  reserve. 


4  Hook  and  Ladder  Trucks . 

3  Hook  and  Ladder  Trucks,  reserve. 

1  Chief  Engineer's  Buggy. 

1  Assistant  Chief  Engineer's  Buggy, 

1  Relief  Buggy. 


HORSES. 


36  Horses  with  Steamers  and  Tenders. 
13  Horses  with  Hose  Companies. 

8  Horses  with  Hook  and  Ladder  Companies . 

1  Horse  with  Chief  Engineer. 


1  Horse  with  Assistant  Chief  Engineer. 
12  Extra  Horses,  Corporation  Yard. 


n  Horses— Total. 


When  we  take  into  consideration  the  class  and  character  of  the  buildings 
in  this  city,  where  the  build-as-you-please  system  prevails  to  so  great  an  ex- 
tent, where  no  limit  is  defined,  and  any  dangerous  building  or  structure  can 
be  erected  or  maintained  by  permission  of  the  Honorable  Board  of  Supervi- 
sors, it  is  remarkable  that  in  this  city,  built  almost  entirely  of  wood,  so  few 
fires  of  any  magnitude  occur,  I  can  only  say  that  the  activity  of  the  depart- 
ment and  the  plentiful  supply  of  water  is  an  answer. 

HTDBANTS. 


During  the  year  nineteen  (19)  additional  hydrants  have  been  set  in  the 
outlying  portions  of  the  city,  making  a  total  of  thirteen  hundred  and  twenty- 
eight  (1,328)  the  property  of  the  city,  and  forty-three  (43)  owned  by  private 
parties,  making  a  total  of  thirteen  hundred  and  seventy-one  (1,371)  available 
for  fire  purposes.    In  addition  to  these  hydrants,  there  are  located  in  differ- 
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ent  portions  of  the  city  fifty -five  (55)  cisterns,  with  a  capacity  of  two  millions 
(2,000,000)  of  gallons.  They  all  have  been  carefully  exanained  and  found 
satisfactory;  have  been  re-filled,  and,  iu  case  of  necessity,  can  be  relied  upon. 


The  hose  of  the  department  are  all  on  the  reels  of  the  different  companies, 
and  I  recommend  an  immediate  purchase  by  the  city  of  at  least  ten  thousand 
feet  of  the  best  quality  of  carbolized  hose,  Maltese  brand,  to  keep  the  compa- 
nies supplied  in  case  of  emergencj'.  The  wear  and  tear  of  hose  is  very  great, 
and  the  sujjply  consequently  must  be  maintained. 

APPAKATUS. 

The  apparatus  of  the  department  is  in  the  best  possible  condition  for 
service.  I  have  substituted  the  patent  brass  suction  for  the  leather  ones  for- 
merly in  use,  thereby  making  the  time  in  connecting  with  hydrants  much  less, 
and  besides  the  liability  to  breakage  is  almost  done  away  with. 

The  Levrich  Truck,  formerly  in  use  by  Truck  Company  4,  has  been  re- 
placed by  a  new  third-class  Hayes  Truck,  with  all  the  new  improvements, 
and  is  admirably  adapted  to  the  hilly  portions  of  the  city. 


The  houses  of  the  department  are  all  in  an  excellent  state  of  repair.  I  re- 
spectfully renew  my  recommendation  for  the  exchange  of  the  lot  occupied  by 
Engine  Comp:uiy  11,  located  on  Fourteenth  avenue.  South  San  Fraucisco,  for 
one  situated  on  Railroad  avenue,  and  the  erection  of  a  suitable  house  on  the 
same  for  the  use  of  the  company,  as  the  present  one  is  unfitted  for  use  on  ac- 
count of  the  street  not  being  graded,  thereby  rendering  it  difficult  for  the 
company  to  respond  promptly  to  alarms  of  fire.  I  also  renew  my  recom- 
mendation for  the  formation  and  location  of  a  hose  company  in  the  vicinity 
of  Mission,  Valencia  and  Twenty-sixth  streets  —  hose-carriage  to  be  four- 
wheeled  and  capable  of  carrying  at  least  one  thousand  feet  of  hose.  That 
portion  of  the  city  certainly  requires  some  protection  against  fire,  as  the  near- 
est company  is  Engine  Company  No.  7,  located  on  Sixteenth  street. 

I  respectfully  tender  my  thinks  to  the  Honorable  the  Mayor,  the  Honora- 
ble Board  of  Supervisors  and  the  Fire  Department  Committee  of  the  Board 
of  Supervisors  for  their  cordial  support  and  prompt  response  to  all  requests 
made  to  them  to  provide  for  the  department,  to  which  hearty  co-operation  is 
due  in  a  great  measure  the  success  attending  the  eff'orts  of  the  department 
during  the  year;  to  Chief  Crowley  of  the  Police  Department;  to  dipt.  Russell 
"White  of  the  Fire  Patrol  and  his  command,  for  the  very  great  assistance  ren- 
dered on  many  occasions;  to  John  L.  Durkee,  Fire  Marshal,  for  the  aid  ren- 
dered; to  Superintendent  John  Curran  and  his  assistants  of  the  Fire  Alarm 
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Telegraph,  for  the  prompt  and  efficient  manner  he  has  conducted  his  branch 
of  the  service  during  the  year. 

I  also  compliment  the  officers  and  members  of  the  department  for  the 
promptness  with  which  thej'  have  responded  to  all  alarms  during  the  j-ear, 
and  the  very  efficient  manner  in  which  they  have  labored  in  subduing  fires; 
and  I  am  proud  to  say  that  the  department  is  fully  equal  to  any  emergency 
likely  to  arise. 

In  conclusion,  allow  me  to  return  thanks  to  your  Honorable  Board  for  your 
untiring  efi'orts  to  maintain  discipline  and  efficiency  in  the  department,  and 
aid  me  in  the  discharge  of  my  duties — a  credit  to  your  management  in  the  in- 
terest of  the  city  and  tax-payers. 

All  of  which  is  respectfully  submitted. 

DAVID  SCANNELL, 
Chief  Engineer  San  Francisco  Fire  Department. 

San  Francisco,  July  1,  1881. 


HO  SE. 

STATEMENT  OF  THE  QUANTITY  AND  LOCATION  OF  HOSE  IN  POSSESSION 
OF   DEPARTMENT. 

Engrine  Company  No.  1 700  feet  2;4-inch  Carbolized  ] 

Engine  Company  No.  2 800  do  do 

Ensfine  Company  No.  3 700  do  do 

Engine  Company  No    4 750  do  do 

Engine  Companj'  No.  5 ._ 700  do  do 

Engine  Company  No.  6 700  do  do 

Engine  Company  No .  7 700  do  do 

Engine  Company  No.  S 700  do  do 

Engine  Company  No    9 750  do  do 

Engine  Company  No.  10 750  do  do 

Engine  Company  No.  11 750  do  do 

Engine  Company  No .  12 750  do  do 

Hose  Company  No.  1 700  do  do 

Hose  Company  No.  2 1000  do  do 

Hose  Company  No.  3 1000  do  do 

Hose  Company  No.  4 700  do  do 

Hose  Company  No .  5 700  do  do 

Hose  Company  No.  6 1000  do  do 

Hose  Company  No.  7 1000  do  do 

Hose  Company  No.  8 1000  do  do 

Hose  Company  No.  9 800  do  do 

Hose  Depot,  Corporation  Yard 7500  do  do 


FIRE   APPARATUS    STATIONED  AT  POINTS    DESIGNATED    BELOW,  AND    USED    FOR 
THE  PROTECTION  OF  PROPERTY  IN  ITS  IMMEDIATE  VICINITY. 

One  Hand  Engine  and  Hose  Reel,  with  eight  hundred  feet  of  hose,  at  the  Almshouse.    This 
Engine  was  Knickerbocker  No.  5,  of  the  Volunteer  Fire  Department.  * 
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One  Hose-Reel,  with  seven  hundred  feet  of  hose,  at  Central  Railroad  Company's  stables,  on 
Brannan  street,  between  Eighth  and  Ninth. 

At  San  Francisco  and  Pacific  Sugar  Refinery,  four  hundred  and  fifty  feet  of  hose. 

One  Hose-Reel,  with  five  hundred  feet  of  hose,  at  the  Mission  Woolen  Mills. 

One  Hose-Reel,  with  five  hundred  feet  of  hose,  at  Gas  Works  on  King-  street. 

One  Hose-Reel,  with  three  hundred  feet  of  hose,  at  Metropolitan  Gas  Company's  Worka. 

One  Hose  Reel,  with  four  hundred  feet  of  hose,  at  L.  Emanuel's  Mills,  Berry  street. 

At  County  Jail,  one  hundred  and  fifty  feet  of  hose. 

At  Robert  Cushing's  distillery.  South  San  Francisco,  two  hundred  and  fifty  feet  of  hose. 

At  R.  Morton's  stables,  corner  of  Ellis  and  Taylor  streets,  one  hundred  and  fifty  feet  of  hose. 

At  Kennedy  Brothers',  corner  of  Ellis  and  Larkin  streets,  one  hundred  and  fifty  feet  of  hose. 

At  Gouifh's  wood  yard,  cor.  of  Kuss  and  Howard  streets,  one  hundred  and  fifty  feet  of  hose. 

At  Mechanics'  Mills,  corner  of  Mission  and  Fremont  streets,  two  hundred  feet  of  hose. 

At  Mtna,  Foundry,  three  hundred  feet  of  hose. 

One  Hose  Reel,  with  six  hundred  feet  of  hose,  at  City  and  County  Hospital. 

One  Hand  Hose-Reel,  with  five  hundred  feet  of   hose,  at  House  of   Hose  Company  No.  3. 
Folsom  street,  near  Twenty -seeond. 

At  City  Gas  Company's  Works,  Potrero,  two  hundred  feet  of  hose.  MTj 

At  Su^'ar  House,  Eijjhth  and  Harrison  streets,  five  hundred  feet  of  hose.  ^^ 

At  Beale  Street  Mill  (Richardson  &  Ua'.l's),  two  hundred  feet  of  hose. 

At  Pacific  Rolling:  Mills,  five  hundred  feet  of  hose. 

At  South  San  Francisco  Distillery,  three  hundred  feet  of  hose. 

At  Ei!,'hth  Street  School  House,  two  hundred  feet  of  hose. 

At  Buckinffham   &   Hecht's  Shoe   Factory,  Haijjht  and   Gough  streets,  five  hundred   feet  ', 

of  hose. 

At  Slocum  &  Bowen's  stables,  Sutter  street,  between  Lea\  enworth  and   Hyde  streets,  four 
hundred  feet  of  hose. 

Frederick  MacCrellish  has  three  hundred  feet  of  hose. 

George  D.  Nag-le  has  two  hundred  feet  of  hose. 

S.  P.  Taylor  has  three  hundred  feet  of  hoee. 

At  San  Francisco  Candle  Company's  Works,  three  hundred  feet  of  hose. 

At  Bay  Sugar  Refinery,  four  hundred  feet  of  hose. 

Mechanics'  Mills,  one  hundred  and  fifty  feet  of  hose. 

Mechanics'  Fair  Pavilion,  six  hundred  feet  of  hose. 

At  Branch  County  Jail,  three  hundred  feet  of  hose.  ^^ 

William  Ashton,  Pier  4,  three  hundred  feet  of  hose.  ^t 

Clay  Street  Railroad,  fifty  feet  of  hose. 

Fred  Eggcrs,  two  hundred  feet  of  hose. 

South  Point  Milk  Company,  four  hundred  feet  of  hose. 

Charles  Metzler,  one  hundred  feet  of  hose. 

Silk  Factory,  one  hundred  and  fifty  feet  of  hose. 

Pioneer  Woolen  Mills,  five  hundred  feet  of  hose. 

California  Theater,  one  hundred  feet  of  hose. 

Thos  Ryan,  two  hundred  feet  of  hose, 

Spring  Valley  Water  Works,  one  hundred  and  fifty  feet  of  hose. 

F.  P.  Carry,  two  hundred  feet  of  hose. 

Pioneer  Woolen  Mills,  one  hundred  and  fifty  feet  of  hose. 

James  Graham,  three  hundred  feet  of  hose. 

Three  hundred  feet  of  hose  to  Street  Department. 

A.  J.  Suppet,  four  hundred  feet  of  hose. 

At  Mission,  four  hundred  feet  of  nose  and  reel. 

At  Alhambra  Theater,  one  hundred  feet  of   hose. 

Street  Department,  four  hundred  and  fifty  feet  of  hose. 

At  Hoi^se  of  Correction,  f  jur  hundred  feci  of  hose. 

South  Point  Mills,  one  hundred  and  fifty  feet  of  hosi 


LOCATION    OF    CISTERNS. 
CISTERNS. 

NUMBER     AND     LOCATION 
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Dupont  and  Bush  streets,  crossings 

Dupont  and  California  streets,  crossings. . 
Dupont  and  Washington  streets,  crossings 

Dupont  and  Pacific  streets,  crossings 

Dupont  and  Broadway  streets,  crossings . . 
Dupont  and  Vallejo  streets,  crossings  .... 

Dupont  and  Green  streets,  crossings 

Dupont  and  Union  streets,  crossings 

Dupont  and  Greenwich  streets,  crossings. 

Kearny  and  Post  streets,  crossings 

Kearny  and  Bush  streets,  crossings 

Kearny  and  California  streets,  crossings. . 
Kearny  and  Sacramento  streets,  crossings 
Kearny  and  Merchant  streets,  crossings. . . 
Montgomery  and  Bush  streets,  crossings . . 
Montgomery  and  California  streets, 
Montgomery  and  Commercial  .streets,  crossings 
Montgomerj-  and  Washington  streets,  crossings 

Montgomery  and  Pacific  streets,  crossings 

Sansome  and  Bush  streets,  crossings 

Sansome  and  Pacific  streets,  crossings 

Battery  and  Bush  streets,  crossings 

Davis  and  California  streets,  crossings 

Stockton  and  Pacific  streets,  crossings 

Stockton  and  Broadway  streets,  crossings 

Stockton  and  Vallejo  streets 

Stockton  and  Green  streets,  crossings. 

Stockton  and  Union  streets,  crossings. 

Powell  and  Ellis  streets,  crossings 

Powell  and  Washington  streets,  crossings 

Powell  and  Jackson  streets 

Powell  and  Pacific  streets,  crossings 

Powell  and  Broadway  streets,  crossings 

Powell  and  Green  streets,  crossings 

Powell  and  Filbert  streets,  crossings 

Taylor  and  Clay  streets,  crossings 

Jones  and  Jackson  streets,  crossings: 

Broadway  and  Ohio  streets,  crossings 

First  and  Folsom  streets,  crossings 

First  and  Harrison  streets,  crossings 

Second  and  Folsom  streets,  crossings 

Stevenson  and  Ecker  streets,  crossings 

Sixteenth  and  Folsom  streets ,  crossings 

Si.fteenth  and  Mission  streets,  crossings 

Sixteenth  and  Dolores  streets,  crossings 

Nineteenth  and  Folsom  streets,  crossings 

Nineteenth  and  Howard  streets,  crossings 

Nineteenth  and  Guerrero  streets,  crossings  .... 
Twenty-second  and  Shotwell  streets,  crossings. 

Kearny  and  Pacific  streets,  crossings 

Union  and  Leavenworth  streets,  crossings 

Sacramento  and  Sansome  streets,  crossings. . . . 

Fremont  and  Mission  streets,  crossings 

Mason  and  California  street,  crossings, 

Filbert  and  Polk  streets,  crossings,  private 


29,000  gallons. 

30,000 

25,000 

28,275 

35,000 

30,000 

32,000 

20,000 

32,000 

30,000 

27,000 

20,000        " 

18.000 

30,000         " 

32'obo 

32,000 

30,000 

30,000 

25,000 

30,000 

30,000 

40,000 

25,000 

20,000 

20,000 

21,000         " 

30,000 

25,000 

30,000         '' 

30,000 

30,000 

14,728 

16,315 

20,000 

45,000 
100,000 

40,000 

29,000 
100,000 

.51,000 

27,000 
100,000 

27,000 

42,000 
100,000 
100,000 

100,000 

100,000 
20,000 
20.000 
20,000 
20,000 
20,000 


RECAPITULATION. 

Total  Capacity  of  Cisterns   2,011,856  gallons 

Total  Number  of  Cisterns 55 
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INVENTORY  OF  ARTICLES  IN  CHARGE  OF  CORPORATION  YARI>.- 


1  second-class  Double  acting 

Engine  made  by  the  Kim- 
ball manufacturing  Co. 

2  second-class  Double  acting 
Engines  made  by  the  Amos- 
keag  Manufacturing  Co. 

1  second-class  Single  acting 
Engine  made  by  the  Amos- 
keag  Manufacturing  Co. 

1  third-class  Single  acting 
Kngine  made  by  the  Kim- 
ball Manufacturing  Co. 

1  new  four  wheel  Carriage. 
4  Relief  Hose  Carts,  in  good 

Condition. 

2  Relief  Hose  Carts,  not  in 
order. 

1,800  feet  new  2?:i  inch  car- 

bollzed  hoee. 
1,300  feet 2  ?i  inch  carbolized 

hose  in  good  condition. 
1,200 feet  25i  inchcarbolized 

hose  condemned. 
1  forward  gear,  second-class 

engine. 

1  axle  for  first-class  engine. 

2  axles  for  secoad-class  en- 
gines. 

2  axles  for  third-class  en- 
gines. 

I  axle  for  hook  and  ladder. 

II  engine  wheel  hubs. 
;i  parts  of  hubs. 

:!  complete  set  of    furnace 

grates. 
7  parts  of  grate. 
.')  sets  new  engine  wheels. 

3  extra  engine  poles. 
1  extra  carriage  pole. 
1  new  cr.inlj  shaft. 
87fl  new  boiler  tubes. 
1  axle  arm. 

153  pump  valves. 

.')  brass  hydrant  suctions. 

1  brass  drafting  suction. 

5    rubber    suctions,    con- 
demned. 

2  extra  strainers  for  suctions 
1  vacuum  gauge. 


1  steam  gauge. 

3  steam  gauges,  not  in  order. 
11  handles  for  relief  valves. 
i  low  water  alarms  for  boiler 

2  patent  chain  blocks. 

2  furnace  fire  lighters. 
15  engine -wheel  caps. 

3  cart  wheel  caps. 

2  hydrant  stop  cocks. 
1  Siamese  butt. 

1  force  pump. 

4  spray  nozzles. 

■>  shut-off  nozzles. 
'>  plain  nozzles. 

3  3Vi  Inch  nozzles. 

13  plates  ground  glass  for 

sitinal  lamps. 
3  stove  grates. 

3  coils  for  heater  stove. 
.")  lbs.  hemp  packing. 

41  l!-.i  in.  galvanized  snaps. 
43  1  in.  galvanized  snaps. 
38  IM  in.  galvanized  snaps. 

30  2  in.  galvanized  snaps. 
38  J4  in.  steel  snaps. 

05  1  in.  steel  snaps. 
43  1V4  in.  D's. 

47  IM  in.  buckles. 
119  IM  in.  buckles. 
29  1  in.  buckles. 

31  lii  in.  D's. 

•")5  1  >4  inch  rings. 

25  lbs.  copper  rivets. 

40  springs  for  lamps, 

200spiingB  for  snaps. 

1  leather  cutter. 

170  lbs.  leather, 

13  quires  wrapping  paper. 

1  pitch  kettle. 

150  lbs.  cotton  waste. 

180  lbs.  white  rags. 

450  feet  5i  inch  hose, 

no  feet  y>  inch  hose. 

1  dozen  axe  handles. 

4  maul  handles. 

2  Johnson  pumps. 

3  garden  rakes. 
7  stable  forks. 

9  round  pointed  shovels. 


15  stable  buckets. 
11  cedar  pails. 

33  house  brooms. 
43  stable  brooms. 
11  mop  handles. 

9  rubber  buckets. 
24  lb.  sponge. 
9  hitching  straps. 
45  hame  straps. 

11  hose  ladder  stra.pR. 
40  bridle  straps. 

16  plain  straps. 

7  leather  blunderbussesi 
2  rubber  blunderbusses. 
26  lbs.  Greek  fire. 

6  lbs.  sulphuric  acid. 
M  gross  small  vials. 
45  lamp  globes. 

0  new  lanterns. 

1  gross  lamp  wicks. 

IJi  doz.  balls  lamp  wick. 

13  lamp  tops. 

34  lamp  bottoms. 

1  doz.  lamp  burners. 

7  hammers. 

4  pitch  scrapers. 

2  rubber  bumpers. 

31  lb.  1  in.  clinch  nails. 

4  cans  mustard. 

5  lbs.  iron  rivets. 

0  quires  emery  cloth. 

12  doz.  tripoli. 
11  brass  oilers. 
210  lbs.  salt. 

2  new  Babcock  extingnishers- 
2  boxes  Babcock  charges. 
11  lbs.  sapolio. 
45  pack  matches. 

14  hydrant  wrenches. 

15  chamois. 

7  horse  brushes,  hair. 
15  dandruff  brushes. 

4  whitewash  brushes. 

5  stove  brushes. 

8  scrubbing  brushes. 
18  curry  combs. 

9  boiler  tube  cleaners.. 
11  doz.  patent  links. 
25  mops. 
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INVENTORY  OF  ARTICLES— Concluded. 


-270  Iba.  ground  flaxseed. 

570  lbs.  chloride  of  lime. 

50  gals,  coal  oil. 

-22  gals.  Dowuer  oil. 

18  gals,  lard  oil. 

12  gals.  Neatsfoot  oil. 

10  gals,  alcohol. 

3  gals,  tincture  of  arnica. 

5  gals,  castor  oil, 

i  gals,  boiled  linseed  oil. 

3  gals,  tar  oil. 

2  gals,  turpentine. 

4  gals.  Dubin. 

1  lb.  lamp  black. 

12  boxes  castile  soap. 

10  cans  axle  grease. 

5  lbs.  rubber  packing. 
10  lbs.  marlin. 


48  lbs.  copper  wire. 
150  lbs.  washing  soda. 
22  pick  axes. 
92  lbs.  brown  soap. 

5  lbs.  stove  polish. 
8  1-gal.  tin  cans. 

6  M-gal.  tin  cans. 
10  plain  axes. 

2J^  barrels  cement. 

16  hydrants. 

31  Hydrant  bends. 

118  set  25^  inch  co 

8  set  J^  inch  couplings. 

5  set  ii  inch  couplings 

2  hose  clauips. 

4  monkey  wrenches. 

10  brass  hose  patches. 


4  jack  screws. 

2  4-ton  hydraulic  jacks. 

112  rings  for  couplings. 

1  box  caudles. 

2  crowbars. 

1  complete  set  of  tools  for 
repairing  department. 

2  complete  sets  of  tools  for 
hydrantmeu. 

1  complete  set  of  tools  for 
horseshoeing. 

4  blocks. 

2  stoves. 
Platform  scale. 
2  chairs. 

1  safe. 
1  gong. 


The  Corporation  Yard  Stable  contiiius: 


12  relief  horses— during  the 
fiscal  year  10  horses  have 
been  purchased ;  seven 
sold ;  two  delivered  to  the 
Industrial  School;  one  de- 
livered to  the  Alms  house 
and  one  died. 

12  collars. 

5  set  of  double  harness. 


2  set  of  cart  harness. 

1  hay  cutter. 

3  stable  buckets. 

2  chamois. 

1  curry  comb. 
1  horse  brush. 
1  dau:iruff  brush. 
a  doz.  bandages. 


12  surcingles. 
2  stable  forks. 

1  shovel. 

12  blankets. 

2  blocks  and  fall. 
1  horse  sling. 

1  clipping  machine. 
1  supply  wagon. 


April  30,  the  following  condemned  articles  were  sold  by  order  of  the 
Mayor : 

1,830  lbs.  old  brass $173  85  I  Old  hose  carriage,  dray  and  hose 

414  lbs.  old  copper ^ 57  96              cart $23  00 

€,535  lbs.  old  iron '. 65  35  |                                                                  

17  old  wheels 12  75  j           Total $404  91 

24  old  hydrants 72  00  ' 


INVENTORY  OF  FURNITURE  AND  FIXTURES  IN  COMMISSIONERS- 
OFFICE. 


1  large  desk $75  00 

1  large  table 25  00 

2  small  desks 50  00 

1  small  table 10  10 


1  safe $50  00 

Carpets 100  CO 

Stationery,  etc 75  00 

Total $385  00 
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STEAMEK  COMPANY  NO.  1. 

LOCATION PACIFIC    STREET,    BETWEEN    MONTGOMEET    AND    SANSOME. 


Amoskeag  second-class  double  engine.     Hose  reel,  twc--wheeled,   carries 
600  feet  hose. 


John  Hewstoii. .  . 
William  Clair. . . . 

O.  F.  Baker 

T.   Regan 

Geo.  VV.  Raggett. 
Jas.  Lannigan . .  . 

R.  Lovick 

.Jacob  Krausgrill. 
T.  Langan 


EMl'LOVEES. 


George  Gallagher, 
.lohn  Robinson. . . 
Kugene  Sullivan. . 


Foreman,  at  Call. 


30    Kngineer  I'erin'irt. 
■29    Fireman         " 
28    Driver 


OCCUPATION. 


Clerk. 

Gas  Company. 

(Stevedore. 

Clerk. 

Saloon-keeper. 

Painter. 

Sawmaker. 

Gunsmith. 

Special  Officer. 

FORMER  OCCUPATION. 


2  Kngineer. 

3  Teamster. 

4  Blacksmith. 


Number  of  Bi;ll  Alarms 

Kumber  of  Still  Alarms 

Number  of  Hours  working. 


252 
5 
57Ji 


Dec.  1,  1880,  "Wm.  Wilson  transferred  to  No.  7  Engine,  vice  Chas.  Vincent. 
Chas.  Kimball,  Foreman,  resigned;  John  Hewston  promoted  Foreman, 
Dec.  1. 

Dec.  i,  T.  Regan  appointed,  vice  J.  Hewston. 

Dec.  14,  John  Robinson  transferred  from  4  Engine,  vice  Chas.  Vincent. 

Dec.  16,  Richard  Lovick  appointed,  vice  F.  Desmond,  transferred  to  5 
Engine. 

Dec.  16,  M.  Sullivan  suspended. 

Dec.  27,  M.  Sullivan  resigned. 

Dec.  28,  I.  Gurmandez  appointed,  vice  M.  Sullivan. 

Dec.  31,  J.  Krausgrill  transferred  from  12  Engine,  vice  I.  Gurmand. 

Feb.  4,  John  Hewston  and  George  W.  Haggett  injured  by  gas  explosion  at 
a  Chinese  fire  on  uprth  side  of  Jackson  street,  between  Dupont  and  Stockton 
streets. 

June  18,  R.  Lovick  suspended  for  one  week. 
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INVENTORY  OF  ARTlCi.ES  IN  CHARGE  OF  STEAM    FIRE   ENGINE    COMPANY  NO. 


1  Amoskeag  Engine  and  three 

horses. 
50  feet  Carbolized  Hose,  |-in. 
1  Amoskeag  Hose  Reel. 
1  Hose  Washer,  very  bad   con- 

aition. 
t  Lanterns. 
■2  Oil  Cans. 
1  Monkey  Wrench. 
1  Suction  Spanner. 
1  Axe. 

1  Hammer. 

2  Stuffing  Box  Wrenches. 
2  Assorted  Box  Wrenches. 
1  J-inch  Brass  Pipe. 

1  Reducing  Coupling. 
■*1  Crowbar. 

1  Jackscrew. 

2  Cranks  for  Hose  Reel. 


2  Blunderbusses. 

1  Coal  Shovel . 
6  Chairs. 

50  feet  Suction  Rope. 

2  Brooms. 

2  Oil  Feeders. 
1  Platform  Scale. 

1  Table. 

2  Fenders. 

2  Sets    Double    Harness, 

condition. 
1  Set  Single  Harness. 

3  Horse  Blankets. 
1  Whip. 

3  Horse  Brushes. 

1  Currj-  Comb. 

1  Stable  Fork. 

IRake. 

1  Wheelbarrow. 


1  Ladder. 

1  Block  and  Tackle. 

3  Water  Buckets. 

1  Clock. 

1  Flag,  18  feet . 

t  Whitewash  Brush . 

1  Alarm  Gong. 

1  Stove. 

50  feet  Carbolized  Hose,  |-inch. 
SO  feet  Roofing  Rope. 
SOO  fest  2i  Carbolized  Hose. 
3  Hydrant  Spanners. 

2  Hose  Spanners. 
1  Hose  Strap. 

1  Hose  Clamp. 

1  IJinch  Nozzle. 

1  Unhitching  Apparatus. 

1  Babcock  Extingushcr. 

1  Patent  Hayes  Brass  Suction. 


STEAMER  COMPANY  NO.  2. 

LOCATION — NOKTH  SIDE  OF  BCSH    STREET,  BETWEEN  KEAENT  AND  DDPONT. 

Amoskeag,  second  class,  crane  neck,  nickel  plated,  double  engine.     Hose 
reel,  two-wheeled,  carries  600  feet  of  Lose. 


Thomas  Sands 35 

Jno.  J.  Sullivan 1  34 

Richard  Walker 


Charles  F.  Franz. . 
Geo.  R.  Lawson.. 
Jno.  J.  Harrigan. 

Jno.  Quill 

James  Brown 

Jno.  Porter 


EMPLOYEES. 


Thomas  Sullivan . . . 

Prank  Donovan 

Shadrick  Campbell. 


POSITION. 


OCCUPATION. 


Foreman,  at  Call. 
Ass't    " 
Hoseman 


Engineer  Perm'n't 
Fireman         " 
Driver  " 


Fainter. 

Molder. 

Cigar  dealer. 

Teamster. 

Sailmaker. 

Tinsmith. 

Clerk. 

Stevedore. 

Bagmaker. 

FORMER  OOCITATIOS. 


Eng^ineer 
Teamster. 
Teamster. 


During  the  year  ending  June  30,  1881,  this  company  responded  to  254 
hall-bell  alarms  and  8  still  alarms,  going  into  service  49  times,  and  working 
80  hours  and  10  minutes. 
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TEANSFEE    AND    APPOINTMENT. 

On  January  4,  John  A.  Mahone  was  transferred  from  this  company  to 
Hose  Company  No.  6. 

On  January  4,  Frank  Donovan,  Driver  of  Hose  No.  6,'  was  transferred  to 
this  company  as  Driver,  in  place  of  John  A.  Mahone,  transferred  to  Hose 
Company  No.  6. 


INVENTORY  OF  ARTICLES 
1  Amoskeag  Engine,  2fl  class. 

1  Maul. 
9  Chairs. 

2  Shovels. 

1  Amoskeag  Hose  Reel, 
1  Axe. 

1  Roofing'  Rope. 

2  Clock.s. 

1  Set  of    Engine   Tools  (com- 
plete). 
1  Jackscrew. 

1  Suction  Rope. 

3  Horses. 

2  Pitchforks. 

1  Platform  Scale. 


IN  CHARGE  OF  STEAM    FIRE    ENGINE    COMPANY  No.    2 
1  Hose  Clamp. 
1  Blunderbuss,  spray  nozzle. 


1  Horse  Brush. 

1  Set  Double  Harness. 

1  Babcock  Fire  Extinguisher. 

1  Set  Single  Harness. 

1  Hayes  Hydrant  Suction. 

i  Buckets. 

800  feet  Carbohzed  Hose,  2^ 

incli. 
1  Curry  Comb. 
1  Hose  Washer. 
100  feet  }-inch  Rubber  Hose. 

1  Reducing  Coupling. 
6  Spittoons. 

6  Hydi-ant  Spanners. 

2  Patent  Fire  Lighters. 


3  Horse  Mats. 

1  Heater  Stove. 

1  Blunderbuss,  shut- ofi  nozzle 

1  Steel  Crowbar. 

4  Globe  Lanterns. 

22  feet  Suction  Hose. 

1  Coal  Scuttle. 

1  Oil  Feeder. 

3  Horee  Blankets. 

'A  Flag, 

1  Block  and  Tackle. 

3  Oil  Cans. 


STEAMER  COMPANY  NO.  3. 

LOCATION — SOOTH  SIDE  OF  CALIIOENIA  STEEET,  BET.  LEAVENWOBTH  AND  HXDB. 

Amoskeag,    third   class,   "harp   tank*"    single   engine.     Hose   reel,   two- 
wheeled:  carries  600  feet  hose. 


MEMBERS. 

AGB.|             POSITION. 

t 

OCCUPATION. 

M   J    Dolan 

37 
37 
37 
33 
31 

Foreman  at  Call 

25 
26 
27 
28 
29 
30 
31 

u 

34 
35 

Carriagemaker. 

Ass't  " 
Hoseman 

Wagonmaker. 

T.  Shields.. 

Carpenter. 
Gas  fitter 

J    Sullivan 

33  ^ 

29  ! 
22  : 
26 

E.  Holmes 

But  'her 

EMPLOVEKS. 

J.  Holloway . . 

45 
32 

Engineers  Perm'nt 
Fireman 
Driver               " 

Engineer. 
Lamp  lighter. 

W.  Fusilier 

M.  J.  Jennings  died  August  4,  1880. 

The  returns  of  the  clerk  of  the  company  show  that  the  engine  has  rolled  to 
255  hall-bell  alarms  and  9  still  alarms,  and  was  in  service  17  times,  working 
26  hours  during  the  year. 
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INVENTORY  OF  ARTICLES   IN  CHARGE  OF  STEAM    FIRE   ENGINE  COMPANY  No.  3. 


i  Amoskeag  Engine,  3d  class 

3  Horses. 

1  Set  Double  Harness. 

1  Set  Single  Harness. 

20  feet  Suction  Hose. 

1  Hydrant  Suction  Hose. 

1  set  Engine  Tools. 

6  Hydrant  Spanners. 

3  Hose  Spanners. 

1  Lead  Bar. 

3  Blunderbusses. 

3  Horse  Blankets 

1  Whip. 

100  feet  Ji-inch  Hose. 

3  Buckets. 

9  Chairs. 

1  Set  Lead  Ropes. 

1  Hayes  Hose  Clamp. 

1  Galvanized  Ash  Barrel. 

1  Coal  Scuttle. 


2  Flags. 

1  Gong. 

1  Feed  Measure. 

i  Sponges. 

1  Unhitching  Apparatus . 

4  Hitching  Straps. 

1  Squeegee. 

4  Hose  Boots. 

4  Lanterns. 

1  grain  sampler. 

5  spare  line  snaps. 

2  Shovels. 

3  Brooms. 

3  1-gal.  Oil  Cans. 

1  Jackscrew. 

2  Tables. 

1  Platform  Scale. 

1  Axe. 

2  Pitchforks. 

1  Curry  Comb. 


1  Bristle  Brush, 

2  Dandruff  Brushes. 
1  Spittoon. 

1  Babcock  Extinguisher. 

3  Stoves. 

850    feet    2^-inch    Carbolized 

Hose. 
1  Suction  Rope. 
1  Block  and  Tackle. 

1  Reducer. 

2  Hose  Lifters. 
12  Badges. 

2  Clocks. 

1  Mop  and  Hiindle . 

1  Vise. 

1  Telephone  and  Battery: 

1  Sling  Rope. 

1  Relief  Hydrant. 

1  patent  Fire  Lighter, 

1  hose  washer. 


STEAMER  COMPANY  NO.  4. 

LOCATION WEST  SIDE  OF  SECOND  STKEET,  BETWEEN  NATOMA  AND  HOWARD. 

Amoskeag  engine,  second  class.     Hose  reel,  two-wheeled;   carries  600  feet 


Edward  Keating    

Jno.  Whelan 

John  Hanrahan 

William  F.  Tracy 

Martin  Hannan 

Pat.  Curran 

Phillip  McMann 

John  J.  Welch 

John  Winter 

EMPLOYEES 

Jno .  J.  Murphy 

Chas.  Bell 

■Charles  Vincent 


a 

POSITIOK. 

|P 

OCCUPATION. 

Foreman,  at  Call. . 

37 

Silver  Plater. 

Ass't     " 

41 

Clerk. 

Hoseman 

4i 

Silver  Plater. 

48 

Gas  Fitter. 

' 

44 

Harnessmaker. 

45 

Carpenter. 

4« 

Jeweler. 

' 

47 

Gasfitter. 

48 

Iron  Worker. 

FORMER  OCCUPATION 

Engineer  Perm'n't 

38 

Engineer. 

Fireman         " 

39 

Butcher. 

Driver 

40 

Teamster. 

This  company  has  answered  258  hall-bell  alarms;   still  alarms, 
vice  at  46  fires;  worked  66)^  hours. 


TKANSFEBS. 


John  Eobertson  to  1  Engine,  December,  1880,  vice  Charles  Vincent,  trans- 
ferred to  4  Engine.  Thomas  Casey  was  appointed  in  August,  1880,  and 
transferred  to  10  Engine  in  September,  1880,  vice  Philip  McMann,  transfer- 
red to  4  Engine. 
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APPOINTMENTS. 

Martin  Harman,  October,  1880;  John  J.  Welch,  May,  1881. 

EESIGNATION. 

Isaac  Shields,  August,  1880. 

EEMOTAiS. 

Patrick  Sullivan,  October,  1880;  David  Degroote,  May,  1881. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  STEAM   FIRE   ENGINE  COMPANY  NO.  i. 

1  Amoskeag  Engine,  2d  class 
1  set  of    tools  ccjjpplete   for 

engine. 
1  Two-wheel  Hose  Cart. 
750  feet   'Z'/i   inch   carbolized 

hose. 
S  Horses. 

1  Set  Double  Harness. 
1  Set  Sintrle  Harness, 
.'t  Horse  Blankets. 

1  Curry  Comb  and  Brush. 

2  Brooms— 1  Stable,  1  feouse 
2  Sponges. 
1  Pitchfork. 
1  Hydrant  Reducer. 
1  Hayes  Patent  Hose  dlamp. 
1  Heater  and  Connections.      | 
1  Stove,  with  Pipe.  [ 
1  Copper  Boiler. 


3  Hitching  Lines. 

1  Squirt  Can. 

3  Water  Buckets. 

1  Hose  Washer. 

4  Lanterns. 

1  Babcock  Extinguisher. 

1  Jackscrew. 

1  Ronnd  Table. 

4  Hydrant  Spanners. 

1  Step  Ladder. 

1  Suction  Spanner. 

1  Bragg's  Patent  Unhitching 

I  Crowbar. 

Apparatus . 

I  Monkey  Wrench. 

1  Front-door  Chain. 

1  Suction  Rope. 

1  Fairbanks  Scales. 

1  Shut-off  Nozzle. 

1  Vise. 

1  Roofflng  Rope. 

1  Block  and  Tackle. 

2  Blunderbusses. 

3  Hose  Straps . 

1  Ax. 

2  Fancy  Lamps. 

1  Rainey  Hydrant  Coupling. 

1  Gong. 

1  Rainey  Hydrant  Wrench. 

1  Barometer. 

1  Stoddart  Patent  Suction . 

1  mop  and  handle. 

I  Hydrant  key. 

1  squeg(!e. 

4  One  Gallon  Cans. 

1  Flag. 

STEAMER  COMPANY  NO.  5. 

LOCATIOS — WEST  SIDE  OF  STOCKTON  STREET,  BK.T.  PACIFIC  AND  BROADWAY. 

Amoskeag  engine,  third  class.     Hose  reel,  two-wheeled;   carries  600  feet 


MEMBERS. 

AGE. 

POSITION. 

1^^ 

OCCUPATION. 

.Ino.  J.  Mahoney 

Bernard  Golden     . 

42 
25 
36 
35 
42 
37 
28 
31 
28 

45 
31 
25 

Foreman,  at  Call.. 
Ass't     " 
Hoseman        " 

,      ..               .. 

Engineer  Perm'n't 
Fireman         " 
Driver 

49 
50 

Lamplighter. 

51  Advertiser. 

52  Lamplighter. 

Henry  Robinett 

Fred.  Rose 

J.  D.  Wilson 

Jno.  Burns 

54  ! Advertiser. 

56  Harness-maker, 

57  '  Painter 

Felix  Desmond 

EMPLOYEES. 

H.  J.  Colvin. 

i  FORMER  OCCUPATIOK. 

58  Engineer. 

59  Harness-maker. 

J.  M.  Stroud 

J.  S.  Finn 
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November  19,  1880. — At  a  fire  on  Boss  alley,  between  Dupont  and  Stock- 
ton, Washington  and  Jackson  streets,  John  J.  Mahoney,  John  J.  Colvin, 
Henry  Kobinett,  J.  D.  Wilson,  were  burned  about  the  hands  and  face.  John 
J.  Mahoney,  John  J.  Colvin,  Henry  Robinett,  on  sick  list  11  days.  J.  D. 
Wilson  on  sick  list  —  days. 

This  Company  has  responded  to  255  hall  bell  alarms,  and  14  still  alarms; 
have  been  in  service  59  times,  and  worked  75  hours  and  55  minutes  during 
the  year . 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  STEAM   FIRE   ENGINE  COMPANY  NO.  5. 


1  Amoskcag  Engine,  3d  class. 
1  Hose  Cart. 

1  Set  Engine  Tools  (complete) 
700  feet  Carbolized  Hose,  2J- 

Incti. 
1  Hydrant  Reducer. 
1  Set  Lead  Bars. 
1  Jackscrew. 

1  Hose  Clamp. 
4  Lanterns. 

4  Hydrant  Spanners. 

2  Stoves. 

1.5  feet  Stovepipe. 

1  Hose  Washer. 

2  Blunderbusses. 

1  Patent  Shut-off  Nozzle. 

2  House  Brooms. 
1  Shovel. 


1  Kettle. 
1  Whip. 

3  Wooden  Buckets. 

4  Spittoons. 
1  Table. 

12  Chairs,  6  in  bad  condition. 

1  Ax. 

1  Pair  Rope  Traces. 

100  feet  ^-inch  Hose. 

1  Hose  Pipe. 

i  Oil  Cans. 

1  Crowbar. 

1  Babcock  Extinguisher. 

3  Horses. 

3  Horse  Blankets. 

1  Set  Double  Harness . 

1  Set  Single  Harness. 


1  Platform  Scale. 
1  Block  and  Tackle. 
1  Water  Trough. 
1  Feed  Box . 
1  Stable  Broom. 
1  Stable  Fork. 
1  Curry  Comb . 
1  Hair  Brush . 
1  Stove  Brush. 
1  Chamois  Skin . 

1  Corn  Brush . 

2  Sponges. 

1  Feed  measure,  bad  condition 

1  Oat  Sampler. 

2  Coal  Scuttles. 

1  Flag,  30  feet  long. 
12  Badges. 

2  Patent  Fire  Lighters. 
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CHIEF   ENGINEER'S   REPORT. 
STEAMER  COMPANY  NO.  6. 


LOCATION EAST    SIDE    OF   SIXTH   STREET,    SOUTH    OF    FOLSOM. 

Amoskeag  engine,  second  class.     Hose  reel,  two-wheeled;    carries  600  feet 
liose. 


Jno.  Doughertj' 

J.  McGee 

B.  F.  Currier 

J.  J.  Campbell 

Wm.  Gasset • , 

Geo.  Reorder) 

J.  F.  Reilly 

F.  Loane 

J.  E.  Donovan 

EMPLOYEES, 

William  P.  Simpson 

Edward  Reilly 

F.  Atkinson 


Foreman,  at  Call. 
Ass't    " 
Hoseman 


Engineer  Perm'n't 
Driver  " 

Fireman         " 


§P 


OCCUPATION. 


Gasfitter. 

Hardware  Merchant 

Capitalist. 

Boilermaker. 

Expressman. 

Gasfitter. 

Stone  Mason. 

Stone  Mason. 

Clerk. 

FORMER  OCCUPATION. 

Engineer. 
Teamster. 
Fireman 


The  returns  of  the  clerk  of  the  company  show  that  the  engine  has  rolled 
to  255  hall  bell  alarms  and  5  still  alarms,  and  was  in  service  64  hours  and  45 
minutes  during  the  year. 


INVENTORY  OF  PROPERTY  IN  CHARGE  OF  STEAM  ENGINE  COMPANY  NO.  G. 


1  Second-class  Amoskeag  En- 
gine. 
1  Hose-Reel. 

850  ft.  2iin.Carbolized  Hose. 
•2  Blunderbusses. 
3  Horses. 
1  Set  Double  Harness. 

1  Set  Single  Harness, 
i  Hose  Washer. 

2  Corn  Brooms. 
Hydrant  Suction . 

■6  Hydrant  Spanners. 
50  feet  Garden  Hose. 
2  Oil  Cans. 


2  1-Gallon  Cans. 
2  Buckets. 

2  Shovels. 

1  Platform  Scale. 
1  Curry  Comb . 
1  Horse  Brush. 
1  Block  and  Tackle. 
1  Pitchfork. 

3  Horse  Blankets. 

4  Iron  Spittoons. 
1  Clock. 

1  Hose  Clamp. 
1  StoTe. 


1  Table. 
1  Ladder. 

1  Set  of  Engine  Tools. 

2  Jackscrews. 
1  Crowbar. 

4  Lamps. 

1  Ax. 

12  Chairs. 

1  Babcock  Extinguisher. 

1  Patent  Shut-ofif  Noezle. 

1  Coalscuttle. 

1  Reducer. 

2  Tons  Soft  Coal. 


COMPANY    STATISTICS. 
STEAMER  COMPANY  NO.  7. 
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LOCATION — SIXTEENTH  STREET,  ABOVE  VALENCIA  STREET. 

Amoskeag  engine,  second  class.     Hose  reel,  two-wheeled;   carries  600  feet 
hose. 


J.  J.  Skehan 

John  O'Neil 

Theodore  Schulte 

Bryan  Burns 

Edward  O'Neil 

J.  M.  Byron 

Thos.  Barrv 

D.  Coyne 

William  Fitzgerald 

EMPLOYEES, 

p.  H.  Fleming 

John  Cook 

William  Wilson 


Foreman,  at  call. 
Asst.  "  " 

Hoseman,       " 


Engineer,  Perm'n't 
Fireman,         " 
Driver,  " 


OCCDPATION. 


Cooper. 

Lamplight«r. 

Cftal  Dealer. 

Teamster. 

Machinist. 

Bri<-klayer, 

Shoemaker. 

Clerk. 

Shoemaker, 

FORMER   0CCrP.\TI0I». 

Engineer. 
Machinist. 


The  company  has  responded  to  255  hall  bell  alarms,  5  still  alarms,  and 
worked  at  23  fires  22  hours  and  30  minutes  during  the  year. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  STEAM   FIRE   ENGINE  COMPANY  NO.  7. 


1  Amoskeag  Engine,  2d-clags. 
1  Set  of  Enffineer's  Tools, 

1  Hose-Reel. 

COO    feet    2i-inch    Carbolized 
Hose. 

2  Blunderbusses. 
200  feet  Extra  Hose 
50  feet  Garden  Hose. 

3  Horses. 

2  Set  Double  Hameis. 
1  Set  Single  Harness. 
1  T^ble. 

1  Dozen  Chairs. 

3  Horse  Blankets. 
3  House  Brooms, 


3  Halters. 

1  Hay-fork. 
1  Shovel. 
1  Horse  Rope. 
1  Jackscrew. 

1  Reducer. 

4  Brass  Lantemg. 

2  Whips. 

2  Stable  Buckets. 
1  Platform  Scale. 

1  Block  and  Tackle. 

3  One-Gallon  Oil  Cans. 
6  Hose  Spanners. 

1  Stove  and  Kettle. 
1  Stable  Broom. 


1  Ladder. 

1  Coal  Scuttle. 

1  Curry  Comb  an*  Brush. 

1  Hose  Washer. 

1  Feed  Box. 

2  Oil  Feeders. 

1  Babcock  Extinguisher. 

1  Ax. 

1  Hose  Clamp. 

1  Shut-off  Nozzle. 

5  Spittoons. 

12  Badges. 

1  Lead  Bar  and  Rope. 

1  Eight-DaT  Clock. 

1  Flag. 
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CHIEF   ENGINEER'S    REPORT. 


STEAMER  COMPANY   NO. 


LOCATION — NOBTH  SIDE  PACIFIC  AVENUK,  BET.  POLK  AND  VAN  NESS  AVENUE. 


Kimball  engine,  third  class.    Hose  reel,  two-wheeled;  carries  600  feet  hose. 


Jas.  Grady 

K.  J.  Courtier 

S  O.  Robinson 

Jas.  Kennedy 

Thos.  Canty 

.J,  J.  Colvin 

Thos.  Fox 

M.  J.  Horifjen 

James  T.  Connell 

EMPLOVEES. 

D.  D.  Hayes 

Thos.  Murphy 

Jos.  Hess 


POSITION 

|§ 

OCCtrPATIOR. 

Foreman,  at  call.. 

8,5 

Clerk. 

Ass't     " 

89 

Gasfitter. 

Hoseman, 

' 

90 

Painter. 

' 

91 

Collector. 

" 

' 

92 

Lamplighter. 

" 

' 

9S 

Gasfitter. 

" 

' 

94 

Coppersmith. 
Gasfitter. 

" 

' 

9ft 

" 

96 

Porter. 

FORMER  OCCUPATION. 

Enpfineer,  Pemi'n't 

86 

Engfineer. 

Fireman, 

88 

Carpenter. 

Driver, 

' 

87 

Teamster. 

This  company  has  responded  to  255  alarms  and  5  still  alarms,  was  in  serv- 
ice at  14  fires,  and  worked  23  hours  and  15  minutes. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  ENGINE  COMPANY  NO.  8. 


1  Kimball  En^rine,  3d  class. 

1  Set  of  Engineer's  Tools  (com- 
plete). 

1  Hose  Reel . 

3  Horses. 

1  Set  of  Double  Harness. 

1  Set  of  Single  Harness. 

1  Babcock  Extinguisher. 

1  Platform  Scale . 

800  feet  of  2i^-inch  Carbolized 
Hose. 

25  feet  Garden  Hose. 

9  Chairs. 

1  Lead  Bar  and  Ropes. 


1  Suction  Rope. 
4  Lanterns. 

4  Oil  Cans. 

2  Shovels. 

3  Buckets. 

4  Hydrant  Spanners. 

2  Whips. 

1  Step  Ladder. 

3  Horse  Blankets. 

1  Set  of  Blocks  and  Tackle. 

2  Blunderbusses. 
2  1-inch  Nozzles. 

1  Shut-off  Nozzle. 

2  Jackscrews. 


1  Brass  hydrant  suction. 
1  Flag. 
1  Ax. 
3  Brooms. 

1  Curry  Comb. 

2  Horse  Brushes. 
2  Spittoons. 

1  Table. 

1  Cook  Stove  and  Fixtures. 

1  Cylinder  Stove. 

12  Badges. 

1  Suction  Spanner. 

1  Hose  Washer. 

2  Patent  Lighters. 


COMPANY    STATISTICS. 
STEA.MER  COMPANY  NO.   9. 
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LOCATION — WEST   SIDE    OF    MAIN    STREET,    NEAB    FOLSOM. 


Amoskeag  engine,  second  class.     Hose  reel,  two-wheeled;   carries  600  feet 


Martin  Kelly 

Jno.  Clarke 

John  J.  Courtney 

J.  F.    Lyons 

William  Quinn 

Silas  Louder 

Frank  Johnston 

Barnard  Rawle 

James  Cullinean   

EMPLOYEES 

Sam'l.  Bridgewood 

Patrick  Mahan 

Michael  Dougherty 


Foreman,  at  call . 

Ass't     " 
Hoseman 


Engineer,  Perm'n't 
Fireman,        " 
Driver,  ' ' 


OCCUPATION. 


File-maker. 

Machinist. 

Laborer. 

Printer. 

Caulker . 

Teamster. 

Boxmaker. 

Ship  Joiner. 

Plumber. 

FORMEE  OCCUPATION. 

Engineer. 
Teamster. 
Gasfitter. 


This  company  responded  to  263  alarms,  including  8  still  alarms.     Was  iu 
service  at  31  fires,  and  worked  67  hours  and  30  minutes. 
Jan.  2,  1881,  Edward  Scott,  Foreman,  died. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  ENGINE  COMPANY  NO. 


1  Amoskeag  Engine,  2d  class. 
1  Set  of  Tools  for  Engine. 
1  Hose  Reel. 
3  Horses. 

3  Horse  Blankets. 

1  Set  of  Double  Harness. 

1  Set  of  Single  Harness. 

750  feet  of  2J-inch  CarboIizeJ 

Hose. 
50  feet  |-inoh  Hose. 
1  Hose  Washer. 

1  Jackscrew. 

2  Hydi-ant  Spanners. 

4  Hose  Spanners. 

1  Hydrant  Brass  Suction. 
^1  Reducer. 
1  Curry  Comb. 


1  Horse  Brush. 
1  Corn  Brush. 
1  Stable  Broom. 
1  House  Broom. 
3  Buckets. 
12  Badges. 
1  Block  and  Tackle. 
1  Table. 

1  Ax. 

2  Blunderbusses. 
2  Stoves. 

2  Shovels. 

2  Ladders. 

1  Platform  Scale. 

1  Shut-off  : 

1  Hose  Clamp. 


1  Crowbar. 

1  Suction  Rope. 

2  Oil  Feeders. 

2  Oil  Cans. 
1  Squegee. 

1  Coal  Scuttle. 

1  Babcock  Extinguisher. 

3  Ladder  Buckets. 
6  Chairs. 

1  Clock. 

1  Galvanized  AshJBarrel . 

1  Flag. 

1  Pitchfork. 

2  Iron  Spittoons. 

4  Lanterns. 

1  Hydrant  Wrench. 
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CHIEF   ENGINEER'S    REPORT. 


STEAMER  COMPANY  NO.   10. 

LOCATION — BBYANT    STEEET,    BETWEEN   THIRD    AND    FOtTKTH. 

Amoskeag  engine,  second  class.     Hose  reel,  two- wheeled;   carries  600  feet 
hose. 


Thos.  O'Reilly.... 

Darby  Lavdon 

VVilliam  Erbin 

Thos.  Bender 

Daniel  Kirby 

James  Dever 

William  Williams 

Henry  Casey 

William  Liddle... 


EMPLOYEES. 


Jo8.  Bridgwood. 
Geo.  CJ.  Oordon  . 
John  R.  Lawsoii . 


Foreman,  at  call. . 
Ass't    "         " 
Hoseman       " 


Enarineer,  Perm'n'ti  1 10 
Fireman.  "  1112 
Driver,  "  


OCCUPATION. 


Bootmaker. 

Lumberman. 

Salesman.' 

Mason. 

Lumberman. 

Grocer. 

Gas  House. 

Bootmaker. 

Machinist. 

KORMER  OCCUPATIOK 

Engineer. 
Plumber. 
Machinist. 


This   company  responded   to  255   ha<l-bell  alarms;   times  in  service,  38; 
number  of  hours  at  work,  52  hours  35  minutes. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  ENGINE  COMPANY  NO.  10. 


1   Amoskeag  Engine,  2d  class. 

1  Bet  of  Engine  Tools,  com- 
plete. 

1  Two-wheel  Hose  Cart. 

3  Horses. 

1  Set       Double  Harness. 

1  Set  of  Single  Harness. 

750  feet  Carbolized  Hose,  234 
inch. 

S  Hydrant  Spanners. 

1  Blunderbuss,  open. 

1  Blunderbuss,  shut-off  nozzle 

20  feet  Suction  Hose. 

100  feet  %-inch  Rubber  Hose . 

3  Horse  Blankets. 

1  Block  and  TacKle. 


3  Oil  Cans. 
1  Ax. 

1  Jackscrew. 

0  Chairs. 

1  Roofing  Rope 

1  Suction  Rope. 

2  Shovels. 

2  Pitchforks. 

1  Reducing  Coupling. 
1  patent  Fire  Lighter. 

4  Globe  Lanterns. 

1  Flag,  14  feet 

3  Buckets. 

2  Brooms. 

2  Horse  Mats. 
1  Hose  Washer. 


1  Hose  Clamp. 

2  Whips. 

1  Platform  Scale. 

1  Babcock  Extinguisher. 

1  Hayes  Hydrant  Suction. 

1  Horse  Brush. 

1  Curry  Comb. 

1  Corn  Brush. 

1  Oil  Feeder. 

2  Spittoons, 
2  Clocks. 

1  Heater  Stove, 

1  Steel  Crowbar. 

2  Ladder  Buckets. 

1  Fire  Alarm  Gong,  complete 


COMPANY    STATISTICS. 
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STEAMER  COMPANY  NO.  11. 

LOCATION — FOUETEENTH    AVENUK,    NEAE    RAILBOAD    AVEXUE,    SODTH    SAN 
FKANCISCO. 

Amoskeag  engine,  second  class.     Hose  reel,  two-wheeled:   carries  600  feet 


MEMBERS. 

AGE.               POSITION. 

F 

OCCUPATION. 

C.  J.  Gillen 

J.J.  Ford 

C.  Windrow 

33 
29 
33 
32 
37 

4-2 
29 

38 
29 
31 

Foreman,  at  call.. 
Ass't     " 
Hoseman, 

Engineer,  Perm'n't 
Driver, 
Fireman,        " 

196 
197 
198 
199 
200 
201 
202 
203 
204 

205 
206 

2U7 

Butcher. 
Butcher. 
Butcher. 

R.  Windrow                                     

Butcher. 

J.  J.  Dooley 

P    W    Lahaney 

Saddler. 

Blacksmith. 

C   W  Smith 

Butcher. 

EMPLOYEES. 

J.  J.  Jackson 

Mat.  Sullivan 

William  S.  Rowan 

FORMER  OCCUPATIO.V 

Engineer. 
Teamster. 
Fireman. 

This  company  has  responded  to  47  bell  alarms  and  12  still  alarms,  and  was 
in  service  at  15  fires,  and  has  worked  seventeen  hours  and  forty  minutes 
during  the  year. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  ENGINE  COMPANY  NO.  11. 


1  Amoskeag  Engine. 

2  Hose-Reels. 

3  Horses. 

1  Set  Double  Harness. 
1  Set  Single  Harness. 
1,110  feet  Carbolized  Hose. 

1  Wheel  Wrench. 

2  Shovels. 

1  Large  Reducer. 

1  Small  Reducer. 

1  Ax. 

1  Oil  Feeder. 

1  Squirt  Can. 

1  Corn  Brush. 

I  Hay  Fork. 

1  Feed  Box. 

1  Battery  and  Gong. 

I  Jackscrew. 

2 


1  Water-box  and  Sink. 
6  Hitching  Straps. 

2  Tables. 
6  Chairs. 

1  Suction  and  Roof  Rope. 
1  Hj'drant. 

1  Hose  Washer. 

2  Brooms. 
12  Badges. 

1  Hydrant  Suction . 
1  Screw  Wrench. 
1  Hammer. 
1  Wheel.Wrcnch. 
1  Cylinder  Wrench. 
1  Valve  Wrench. 
1  Chisel. 
1  Crowbar. 


4  Lanterns. 

2  Blunderbusses. 
6  Spanners. 

3  Oil  Cans. 

3  Horse  Blankets. 

50  feet  Garden  Hose. 

1  Howe  Scale. 

1  Block  and  Tackle. 

1  Curry  Comb  and  Brush. 

1  Large  Bell. 

1  Flag  and  Halliards. 

1  Babcock  Extinguisher. 

1  Monkey  Wrench. 

2  Water  Buckets. 
2  Sponges. 

1  patent  Shut-off  Nozzle. 
1  Hose  Clamp. 
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CHIEF    ENGINEER'S    REPORT. 
STEAMER  COMPANY  NO.  12. 


LOCATION— COKNEE    COMMERCIAL   AND    DKPMM    STfiEETS. 


Amoskeag  engine,  first  class.    Hose  reel,  two-wheeled;  carries  600  feet  hose. 


George  Maxwell 

Jno.   Laverona 

Thomas  Fernandez 

B.JDonnelly 

William  Lodjre 

Geo.  Bailey 

Thos.  Mathews 

Jas.  O'Connor 

J.  Gorniandez 

EMPLOYEES 

Frank  Crockett 

Hugh  Riley 

Dennis  Sullivan 


Foreman,  at  Call. 
Asst.   " 
Hoseman,       " 


Engineer,  Perni'n't 
Driver,  " 

Fireman,         " 


OCCUPATION. 


Clerk. 

Marble-cutter. 

Plumber. 

Blacksmith. 

Janitor. 

Clerk. 

Boatman . 

Teamster. 

Harness  Maker. 

FORMER  OCCUPATION. 

Engineer. 
Teamster. 
Fireman . 


Number  of  bell  alarms  r 
to,  5;  times  in  service,  31: 


isponded  to,  255;  number  of  still  alarms  responded 
hours  worked,  125  hours  and  40  minutes. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  ENGINE  COMPANY  NO.  12. 


1  Amoskeag  Engine. 
1  Hose  Cart. 
150  feet  Garden  Hose. 
1  Hydrant  Suction. 

1  Hose  Washer. 

750  feet  Carbolized  Hos( 
inch. 

2  Large  Suctions. 
1  Ash  Barrel. 

3  Rubber  Mats. 
1  Clerk's  Desk. 
1  Alarm  Gong. 
1  Clock. 

3  Water  Buckets. 

1  Chamois  Skin. 

1  Pitchfork. 

1  Hose  Clamp. 

i  Hydrant  Spanners. 

1  Coal  Scuttle. 

1  Set  Engine  Tools. 


2  Hose  Lifters. 

1  Feed  Box. 
6  Sponges. 

4  Hitching  Straps. 

2  Mops. 

2  One-Gallon  Oil  Cans. 
2  i-Gallon  Oil  Cans. 
2  Reducing  Couplings. 
1  Crowbar. 
1  Jackscrcw. 
4  Lanterns. 

1  Ax. 

2  Oil  Cans. 

1  Monkey  Wrench. 

2  Suction  Spanners. 

2  Stuffing  Box  Wrenches. 

1  Hammer. 

2  Cranks  for  Hose-Reel. 
2  Blunderbusses. 


1  Coal  Shovel. 
3  Horses. 

2  Brooms. 

1  Shut-off  Nozzle. 

2  Oil  Feeders. 

1  Platform  Scale. 

1  Table. 

12  Chairs. 

1  Set  Double  Harness. 

1  Set  Single  Harness. 

3  Horse  Blankets. 

2  Whips. 

1  Curry  Comb. 

2  Ladders. 

1  Stable  Fork. 

1  Block  and  Tackle. 

1  Blackboard. 

1  Maul. 

1 


COMPANY    STATISTICS. 
HOSE  COMPANY  NO.  1. 
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LOCATION --NOKTH    SIDE    JACKSON,    BETWEEN    FKONT    AND    DAVIS. 

Hose  reel,  two-wheeled;  carries  600  feet  hose. 


Charles  Towe 

John  Hayes 

Richard  Hammond 

Jno.  J.  Coles 

Jerrj-  Dugan 

James  Bellew 

Chas.  N.  Dufify 

EMPLOYEES 

James  Conniff 

Jno.  J.  Smith 


Foreman, "at  Call. 
Asst.   '■ 
Hoseman,       " 


Driver,  Permanent 
Steward,        " 


OCCUPATION. 


Caulker. 

Expressman . 

Boatman. 

Caulker. 

Laborer. 

Upholsterer. 

Druggist. 

FORMER  OCCCPATIOK. 

Caulker. 
Butcher. 


James  Bellew  on  sick  list  from  April  1,  1881,  to  date. 

John  J.  Shay  on  sick  list  1  month  11  days.  Died  April  11,  1881;  cause, 
consumption. 

John  Coles  on  sick  list  10  days;  injured  at  fire,  Nov.  19,  1880. 

This  company  has  responded  to  two  hundred  and  fifty-five  (255)  hall-bell 
alarms  and  eight  (8)  still  alarms,  has  been  in  service  at  fortj'-five  (45)  fires, 
and  worked  sixty-six  (66)  hours  during  the  year. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  NO. 


1  Hose  Cart,  good  order. 

1  Horse. 

700  feet  Carbolized  Hose. 

1  Jackscrew. 

1  Set  Single  Harness. 

1  Monkey  Wrench . 

5  Chairs,  bad  order. 

1  Platform  Scale. 

2  Blunderbusses. 
Lanterns. 


1  Oil  Can. 

1  Hose  Washer. 

50  feet  Garden  Hose. 

2  Iron  Spittoons. 
•2  Stable  Buckets. 
1  Fork. 

1  Shovel. 

3  Spanners. 

2  Brooms 

1  Curry  Comb  and  Brush. 


1  Babcock  Extinguisher. 

1  Fall  and  Tackle. 

1  Ax. 

1  Top  Haul. 

1  Stove  and  Boiler. 

1  Clock. 

1  Desk. 

1  Hose  Rope. 

1  Table,  bad  order. 
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CHIEF   ENGINEER'S    REPORT. 


HOSE  COMPANY  NO.  2. 

LOCATION — POST     STREET,    NEAB     FILLMORE     STREET. 

Hose  reel,  four-wheeled;  carries  900  feet  hose. 


MEMBERS. 


AGE. 


POSITION. 


OCCUPATION. 


M.  Lavell 

Jas.  F.  Byrne 

John  Clement 

Con.  Shine 

Charles  Oram 

R.  O'Connor 

Thomas  Meagher 

EMPLOYEES 

.las.  Talbot 

William  Burns 


Foreman,  at  Call. 
Asst.   " 
Hoseman, 


Driver,  Permanent 
Steward,        " 


Shoemaker. 

Carpenter. 

Printer. 

Milkman. 

Coppersmith. 

Expressman. 

Stevedore. 

FORMER  OCCl'TATION. 

Teamster. 
Teamster. 


The  returns  of  the  clerk  of  the  company  show  that  two  hundred  and  fifty- 
five  (255)  hall-bell  alarms  and  four  (4)  still  alarms  had  been  responded  to- 
during  the  year,  and  the  company  has  been  in  service  at  twenty-five  (25)> 
fires,  working  thirty-one  (31)  hours  and  fifteen  (15)  minutes. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  FOSE  COMPANY  No.  2. 


1  Four-wheeled    Hose    Car- 

riage. 

2  Horses. 

1,000  feet2A-inch  Carbolized 

Hose. 
1  Set  Double  Harness. 
1  Hook  and  Ladder  Truck. 

1  Hand  Engine. 

2  Blunderbusses. 

2  Hydrant  Spanners. 
2  Lanterns. 

1  Ax. 

2  Horse  Brushes. 
2  Buckets. 


2  Oil  Cans. 

12  Chairs. 

i  Stove  and  Fixtures. 

50  feet  Hose  Rope.      ' 

1  Jackscrew. 

1  Hose  Washer. 

1  Battering  Ram. 

1  Block  and  Tackle. 

1  Hay  Fork. 

1  Shovel. 

2  Brooms. 

100    feet  |-inch    Hose,  good 

condition. 
2  Horse  Blankets. 


1  Curry  Comb. 

1  Sponge. 

1  Chamois. 

1  Oil  Feeder. 

1  Gas  Lighter. 

1  Alarm  Bell  and  Rope. 

3  Spittoons. 

1  Babconk  Extinguisher. 

1  Clock. 

1  Hose  Clamp. 

1  Table,  in  bad  condition.- 

1  Gong. 

1  Platform  Scale. 

5  Extra  Ladders. 


COMPANY    STATISTICS. 
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HOSE  COMPANY  NO.  3. 


LOCATION — FOLSOM    STEEET,  BETWEEN   TWENTY-FIRST   AND    TWKNTT-SECOND. 


Hose  reel,  four-wheeled;  carries  900  feet  hose. 


J.  V.  Denniston 

Thos.  Cavanagh 

R.  T.  Brown 

Jas.  Bain 

E.  T.  Twohig 

Jas.  Radford 

Wm.  Ludlow 

EMPLOYEES 

Thos.  H.  Bowlin 

-J.  P.  Adams 


Foreman,  at  call. 
Ass't     "          " 
Hoseman,      " 


Driver,  Permanent 

Steward,         " 


OCCUPATION. 


Silver  Plater. 

Caulker. 

Whitener. 

Engineer. 

Painter. 

Printer. 

Carpenter. 

FORMER  OCCUPATION. 

Teamster. 
Gardener. 


DUTY    PEKFOKMED    DURING    THE    YEAR. 

Hall-bell  alarms,  255;  still  alarms,  5;  number  of  times  in  service,  31;  time 
at  work,  31  hours  and  35  minutes. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  No.  3. 


1  Four-wheeled  Hose  Car- 
riage. 

850  feet  2>^-inch  Carbolized 
Hose,  new. 

250  do.      old. 

1  Set  Double  Harness. 

2  Blunderbusses. 
4  Hose  Spanners. 

4  Hydrant  Spanners. 
2  Lanterns. 
1  Whip. 

1  Shut-off  Nozzle . 

2  Horse  Blankets. 

1  Babcock  Extinguisher. 

1  Ax. 

2  Brooms. 

1  Hay  Fork. 
1  Corn  Brush. 


1  Hair  Brush . 
1  Curry  Comb. 
1  Jackscrew. 
6  Chairs  (new). 
6  Chairs  (old). 

1  Flag. 

W2  tons  Soft  Coal. 
K  ton  Hard  Coal. 
3  Spontres. 

2  Buckets. 

2  Tables. 

3  Iron  Spittoons. 
2  Hay  Hooks. 

1  Block  and  Tackle. 

2  House  Ladders. 

1  Stove,  "Veto"  No.  12. 
12  feet  of  Stove  Pipe. 
1  Copper  Boiler. 


1  Platform  Scale. 
1  Large  Clock. 
1  Monkey  Wrench. 
1  Hammer. 
%  cord  of  Wood. 
1  Mop  and  Handle. 
1  Hose  Washer. 
1  Hose  Strap. 
50  feet  Roofing  Rope. 
3  1-gal.  Oil  Cans. 
1  Copper  Oil  Feeder. 
1  box  Charges  for  Fire   Ex- 
tinguisher. 
1  Stove  Brush . 
50  feet  of  |-inch  Hose. 
1  Coai  Scuttle  and  Shovel. 
1  Reducer. 
1  Alarm  Bell  and  Rope. 
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HOSE  COMPANY  NO.  4. 

LOCATION — EAST    SIDE    OF    STOCKTON    STREET,    NOETH    OF  GEEENWICH. 

Hose  reel,  two- wheeled;  carries  600  feet  hose. 


MEMBERS. 

AGE. 

POSITION. 

h 

OCCUPATION. 

36 
41 
30 
32 
36 
34 

28 
41 

Foreman,  at  call . . 
Ass't    " 
Hoseman,       " 

Driver,  Permanent 
Steward, 

148 
149 
150 
151 
152 
153 
154 

LIS 
156 

1)    A    Finn 

Upholsterer. 
Metal  Roofer 

.J   W    Brady                                          

Cooper. 

FORMER  0CCUP.\TI0N. 

Teamster. 
Engineer. 

EMPLOYEES. 

B    F    Lanfair 

Hall-bell  alarms,  255;  still  alarms,  1;   times  in  actual  service,  22;   number 
of  hours  in  actual  service,  37  hours  50  minutes. 


INVENTORY  OF   ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  No.  4. 


1  Two-wheeled  Hose  Cart. 
1  Horse. 

1  Set  Single  Harness. 
1  Horse  Blank  t-.t. 

1  Whip. 

750  feet  2i-inch   Carbolized 
Hose. 

2  Blunderbusses. 
4  Spanners. 

3  Hose  Straps. 

1  Hose  Clamp. 

2  Lanterns. 

1  Straight  Nozzle. 


1  Shut-off  .Nozzle. 

1  Hose  Washer. 

1  Platform  Scale. 

1  Babcock  Extinguisher. 

1  Fire  Alarm  Gong. 

1  "Veto"  No.  12  Stove. 

1  Ax. 

5  Chairs. 

1  Flag. 

1  Block  and  Tackle. 

1  Clock. 

2  Ladders. 
Hydrant. 


2  Pitchforks. 
2  Buckets. 
2  Shovels. 
1  Jackscrew. 
1  Wrench. 

1  Hose  Rope. 

2  Spittoons. 
2  Oil  Cans. 

1  Grain  Tester. 
1  Horse  Brush. 
1  Corn  Brush. 
1  Curry  Comb. 
1  Mop. 


COMPANY    STATISTICS. 
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HOSE  COMPANY  NO.  5. 

LOCATION — SOUTH    SIDE    MARKET    STREET,    BETWEEN    TENTH    AND    ELEVENTH. 

Hose  reel,  two-wheeled;  carries  600  feet  hose. 


MEMBERS. 

AGE. 

POSITION. 

James  Riley 

41 

40 
31 
33 
33 
34 
35 

46 
45 

Foreman,  at  call . . 
Hoseman,      " 

Driver,  Permanent 
Stewp.rd, 

Jno.  Chester 

Chas   Crockett 

Geo    E    Wilson 

William  Grant 

Jno.  J.  Wilkinson 

EMPLOyBES. 

Michael  M.  O'Brien 

OCCUPATION. 


Porter. 

Special  Officer. 
Turner. 
Clerk. 


Lamplighter 
Cooper. 


FORMER  OCCUPATION 


Teamster. 
Engineer. 


Number  of  hall-bell  alarms,   255;   number  of  still  alarms,  7;   number  of 
times  in  service,  34;  total  amount  of  work,  59  hours  and  30  minutes. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  No.  5. 


1  Two-wheeled  Hose  Cart. 
1  Horse. 

1  Set  Harness,  single. 

600  feet  of  Carbolized  Hose. 

2  Blunderbusses. 

1  Shut-oflt  Nozzle. 

2  Lanterns. 

1  Block  and  Tackle. 
1  Jackscrew. 
1  Table. 
6  Chairs. 

1  Coal  Scuttle. 

2  Spittoons. 


3  Brooms. 

1  Pitchfork. 

1  Hose  Clamp. 

100  feet  Carbolized  Hose  (on 

storage. ) 
1  Ax.  j 

1  Squegee. 

50  feet  J-inch  Hose,  bad. 
1  Copper  Boiler. 
1  Hose  Washer. 
1  Bucket. 

1  Wheelbarrow,  very  bad. 
1  Curry  Comb. 


4  Spanners. 

1  Horse  Brush. 

1  Hose  Rope. 

1  Platform   Scale. 

1  Alarm  Bell  and  Rope. 

1  Flag. 

1  Stove. 

2  Ladder  Straps. 
1  Horse  Blanket. 
1  Whip. 

1  Wheel  Wrench. 

1  Gong  and  Fixtures. 
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HOSE  COMPANY  NO.  6. 


LOCATION — M  ALLISTEB    STREET,    BETWEEN    WEBSTKB    AND   BUCHANAN. 


Hose  reel,  four-wheeled;  carries  900  feet  hose. 


P.  H.  Jones 

J.  J.  Welch 

E.  Tocllner 

Geo.  Flvnii 

T.  Minton 

M.  Byron 

T.  C.  Johnson 

EMPLOYEES 

E.  W.  Camp 

J.  W.  Rice 


Foreman,  at  call . 
Ass't    " 
Hoseman, 


23    Driver,  Permanent 
36    Steward, 


OCCUPATION. 


Caulker  . 

Painter. 

Teamster. 

Gasfitter. 

Bootmaker. 

Teamster. 

Painter. 

FORMER  OCC  V  P  ATION . 


Teamster. 
Caulker. 


This  company  has  respoudecl  to  two  hundred  and  fifty-five  bell  alarms 
and  eight  still  alarms,  has  been  in  service  at  twenty-two  fires,  and  worked 
thirty-four  hours  twenty  minutes. 

On  December  1,  B.  B.  Lawrence  transferred;  F.  Donovan  appointed. 

On  March  16,  James  Bains  transferred  to  Hose  5;  E.  Toelluer  appointed. 

On  Januarj'  4,  F.  Donovan  transferred  with  John  A.  Mahone  of  2  Engine 
Company. 

On  May  14,  John  A.  Mahone  transferred  to  2  Truck;  E.  W.  Camp  ap- 
pointed. 

M.  Byron  on  sick  list  ten  months  and  twenty-five  days — injured  at  the 
Thad  Stevens  Stable  on  the  morning  of  the  6th  of  July,  1880. 

James  Bain  on  sick  list  two  months— injured  at  the  Thad  Stevens  Sta- 
ble on  the  morning  of  the  6tn  of  July,  1880. 

T.  C.  Johnstone  on  sick  list  two  weeks,  from  the  25th  of  December 
1880,  to  the  7th  of  January,  1881. 


COMPANY    STATISTICS. 
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INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  No.  6. 


1  Four-wheeled   Hose   Car- 
riage. 
■2  Horses. 

1  Set  of  Double  Harness. 
1,100  feet  -li-inch  Carbolized 

Hose. 

2  Blunderbusses. 
i  Hose  Spanners. 
2  Lanterns. 

1  Ax. 

1  Jackscrew. 

.50  feet  |-inch  Hose. 

1  Screw  Wrench . 

2  Horse  Brushes. 
2  Brooms. 

1  Gong. 
12  Chairs. 


1  Stove  and  Fixtures. 
3  Sponges. 

2  Buckets. 

1  Oil  Feeder. 
1  Tin  Ash  Barrel. 
1  Copper  Boiler. 
1  Clock. 

1  Squegee. 

2  One-Gallon  Oil  Cans. 

1  Gas  Lighter. 

2  Horse  Blankets. 
1  Sieve. 

1  Feed  Measure. 
1  Horse  Brush. 
1  Table. 
1  Hay  Hook. 


1  Chamois  Skin. 

1  Flag. 

2  Spittoons. 

1  Garden  Rake. 

2  Ladders. 

1  Hose  Clamp. 

1  Hose  Washer. 

1  Hammer. 

50  feet  of  Hose  Rope. 

1  Set  of  Blocks  and  Tackles. 

1  Hay  Fork 

2  Shovels. 

1  Curry  Comb. 
1  Platform  Scale. 
1  Whip. 
1  Coal  Scuttle. 


HOSE  COMPANY  NO.  7. 

LOCATION — TENNESSEE    STREET,    BETWEEN    SIEEBA    AND    NAPA. 

Hose  reel,  four-wheeled;  carries  900  feet  hose. 


M.  McCoy 43 

P.  McCormick 

J.  McCabe 

H.  McCrea 

D.  Toomy 

W.  Fulton 

J.  Crummey 


emplovf.es. 


M .  J.  Van  Bergen . 
N.  G.  Johnson 


Foreman,  at  call. 
Ass't     " 
Hoseman,       " 


Driver,  Permanent 
Steward,        " 


OCCUPATION. 

H 

259 

Caulker. 

262 

Grocer. 

263 

Molder. 

264 

Roller. 

265 

Glassblower. 

Clerk. 

267 

Butcher. 

FORMER  OCCl'PATIOH. 

260 

Teamster. 

261 

Seaman. 

Foreman  J.  V.  Fulton  was  accidentally  killed  by  Central  Pacific  Eailroad 
on  June  9,  1881. 


Have  responded  to  39  alarms  and  worked  8  hours  this  year. 
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INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  No.  7. 


1  Four-wheeled   Hose    Car- 

riafe'e. 

2  Horses    and    Harness    for 

same. 
4  Hose  Spanners. 
2  Lanterns. 

1  Rubber  Bucket. 

2  Axes. 
1  Saw. 

1  Jackscrew. 

50    feet    Garden     Hose    and 
Pipe. 

1  Step-ladder. 

2  Buckets. 

1  Horse  Brush . 
1  Com  Brush. 

1  Curry  Comb . 

2  Sponges. 

1  Pitchfork. 
1  Ix)tker. 


1  Monkey  Wrench. 
1  Hammer. 
1  Hatchet. 
1  Hose  Clamp 
1  Hose  Washer. 

1  Oil  Feeder. 

2  ^-gallon  Cans. 

1  1-gallon  Can. 

2  Shovels. 
1  Chamois. 

1  Set  Block  and  Tackles. 
1,050  feet  Carbolized  Hose. 

2  Blunderbusses. 

1  Stove  and  Fixtures. 

2  Horse  Blankets. 
1  Fairbanks  Scale. 

1  Gong  and  Battery. 

1  Clock. 

6  Chairs. 

50  feet  Hose  for  Pump. 


1  Table. 

1  Johnson  Pump. 

1  Coal  Scuttle  a»d  Shovel . 

1  Dust-pan  and  Brush. 

1  Feed  Measure. 

1  Whip. 

1  Copper  Boiler . 

1  Babcock  Fire  Extinguisher. 

1  Hose  Strap. 

2  tons  Coal. 
li  cord  Wood. 

1  Bell  and  Rope. 

1  Unhitching  Apparatus. 

1  Grain  Tester. 

1  Stove  Brush. 

1  Wheel  Wrench. 

4  Hitching  Straps. 

2  Reel  Cranks. 
9  Badges. 

1  Mop. 


HOSE  COMPANY  NO,  8. 

LOCATtON— SOUTH    SIDE    FILBKKT    STBEET,    BET.  WEBSTER    AND   FILLMORE. 

Hose  reel,  four-wheeled;  carries  900  feet  hose. 


J.  Oasebolt 

Jno.  Coughlin 

S.  S.  Balk 

H.   Schmidt 

Jno.  Devlin 

L.  a.   Perry 

P.  Canty 

EMTLOVEES. 

A .  Hauser 

D.  H.   Kennard 


VQZ. 

POSITION. 

F 

OCCUPATION. 

38 

Foreman,  at  call.. 

2fi8 

Blacksmith. 

81 

Ass't    " 

971 

Plumber. 

31 

Hoseman       " 

V79 

Porter. 

31 

?,73 

Butcher. 

45 

•  1                              X 

974 

Hack-driver. 

40 

"           -  " 

275 

Laundry  man. 

33 

276 

Lamplighter. 

FORMER  OCCUPATION. 

25 

Driver,  Permanent 

269 

Jeweler. 

49 

Steward, 

270 

Carpenter. 

This  company  has  responded  to  263  alarms  and  has  worked  ten  hours  dur- 
ing the  last  year. 

D.  H.  Kennard  was  transferred  from  8  Engine  to  8  Hose,  December  18, 
1880. 


COMPANY    STATISTICS. 
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INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  No.  8. 


1  Four-wheeled    Hose  Car- 

riage. 

2  Horses. 

2  Blunderbusses. 
2  Lanterns. 

1  Jaekscrew. 

2  Monkey  Wrenches. 

1  Set  Block  and  Tackles . 
1  Shovel. 

1  Curry  Comb . 

2  Horse  Brushes. 
1  Time  Board. 


2  Hose  Suspenders. 

1  Squirt  Can. 

1  Platform  Scale . 

1  Clock. 

1  Table. 

1  Feed  Measure . 

5  Spittoons. 

1  Hose  Washer. 

1,000  feet  of  2A-inch  Hose. 

1  Set  Double  Harness. 
4  Spanners. 

2  Axes. 


50  feet  Garden  Hose. 
1  Hay  Fork. 
1  Stove. 

1  Hose  Clamp. 

2  Oil  Cans. 

2  Horse  Blankets. 

1  Gong. 

5  Chairs. 

1  Coal  Scuttle . 

1  Alarm  Bell. 

1  Mop. 

1  Squegee: 


HOSE    COMPANY    NQ.    9. 
(Fireboat  Governor  Irwin.) 

LOCATION — BROADWAY    WHABF,    FOOT    OF   BROADWAY. 

This  boat  was  built  in  this  city  in  1878  for  the  Board  of  Harbor  Commis- 
sioners. It  was  tendered  to  the  Board  of  Fire  Commissioners  for  the  use  of 
the  Fii-e  Department  in  case  of  fires  on  the  city  front  or  in  the  bay.  The 
boat  is  tug  built,  is  eighty-six  (86)  feet  in  length  over  all;  breadth  of  beam, 
nineteen  (19)  feet  six  (6)  inches;  depth  of  hold,  ten  (10)  feet  six  (6)  inches, 
and  eighty  (80)  tons  measurement.  Is  fitted  with  two  (2)  non-condensing 
engines  with  cylinder  eighteen  (18)  inches  in  diameter  and  eighteen  (18) 
inch  stroke;  diameter  of  propeller,  nine  (9)  feet.  Has  two  (2)  Hooker 
pumps  attached,  with  a  capacity  of  sixty-five  thousand  (65,000)  gallons  of 
water  per  hour  at  fair  working  speed,  and  is  supplied  with  twelve  hundred 
(1,200)  feet  of  2%-inch  carbolized  hose. 


MEMBERS. 

AGE. 

34 

22 
30 
24 
34 
33 

51 

47 

POSITION. 

259 
260 
261 
262 
263 
264 
265 

266 
267 

OCCUPATION. 

Foreman,  at  call.. 
Ass't     " 
Hoseman        " 

Driver,  Permanent 
Steward, 

Porter. 

Thos   Forbes 

Boatman 

James  H.  Lennon 

Jno.  H.  Gillin 

File  Cutter. 
Harness-maker 

James  Wilson 

Mariner. 

Geo.  Webb 

Boatman . 

EMPLOYEES. 

FORMER  OCCUPATlOIf. 

Shipwright. 

This  company  was  organized  May  1,  1880. 

The  Driver  and  Steward  are  permanently  employed.    These,  together  with 
seTsn  Extramen,  who  do  duty  when  alarmed,  constitute  the  entire  company. 
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This  company  has  responded  to  two  hundred  and  fifty-three  (253)  hall-bell 
alarms  and  two  (2)  still  alarms,  and  has  been  in  service  forty-one  (41)  hours 
and  fifteen  (15)  minutes  during  the  year. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOSE  COMPANY  No.  9. 


-800  feet  2i-inch  Carbolized 
Hose. 

50  feet  of  Garden  Hose. 

4  Blunderbusses. 

1  Alarm  Gong. 

1  Cooking  Stove  and  Furni- 
ture. 


1  Dozen  Chairs. 

1  Clock. 

2  Brooms. 

1  Scrub  Brush. 
1  Window  Brush. 
1  Triplet  and  Hose. 
1  Twin  Nozzle. 


6  Spanners, 

2  Buckets. 

1  Mop. 

1  Wood  Ax. 

1  Chamois  Skin. 

1  Sponge. 

1  Ladder. 


HOOK  AND  LADDER  COMPANY   NO.  1. 

LOCATION — NORTH    SIDK    0'f.\EEELL    STKKKT,    WEST    OF   UUPONT. 

This  Truck  was  built  by  the  Kimball  Manufacturing  Company  of  this  city. 
It  is  a  first-class  Hayes  Patent  Fire-Escape  Truck.  The  number  of  ladders 
carried  is  nine,  and  also  the  usual  equipments  attached  to  Truck  companies. 


A.  Rissland 

K.  S.  Ray 

Hugh  Quinn 

William'  Cunningham 

Thos.  McCraith 

Thos.  Allen 

M.  Hussej' 

Michael  McLoughlin 

.Jno.  McLoughlin 

Richard  Otto 

Wm.  Otto 

William  Doyle 

James  Walton 

EMPLOYEES 

Hugh  McCue 

J.  Dolan 


Foreman,  at  call. 
Ass't     "        " 
Truckman      " 


Driver,  Pennanent 
Tillerman,      " 


OCCUPATION. 


166  Grocer. 

167  Carpenter. 

168  I  Bo.\  Maker. 

169  [  Wire  Worker. 

170  j Clerk. 

171  '  Plumber. 

172  I  Machinist. 


Stevedore. 

Teamster. 

Machinist. 

Pamter. 

Boiler  Maker. 

Artist. 

FORMER  OCCUPATION 


179  Teamster. 

180  I  Box  Maker. 


This  company  has  responded  to  255  hall-bell  alarms  and  6  still  alarms,  was 
in  service  at  69  fires  and  worked  134  hours  and  40  minutes. 


ACCIDENTS. 


Hugh  McCue,  the  Driver,  was  injured  while  responding  to  an  alarm  from 
Box  95,  on  the  evening  of  June  29,  1881. 


COMPANY    STATISTICS. 
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INVTNTORY  OF  ARTICLES  IN  CHARGE  OF  HOOK  AND  LADDER  COMPANY  NO. 


1  First-class  Hayes  Truck. 

2  Babcock  Extinguishers. 

1  Clock. 

2  Horses. 

3  Shovels. 

1  Jackscrew. 

1  Set  Double  Harness. 

6  Axes. 

1  Screw  Wrench. 

1  Battering  Ram. 

6  Pitchforks. 

2  One-Gallon  Oil  Cans. 

2  Crotch  Poles. 

1  Oil  Squirt  Can. 

150  feet  Police  Rope. 

3  Hooks. 

3  Spittoons. 

4  Squegees. 

1  Rake. 

1  Platform  Scale. 

1  Set  Signal  Halliards. 

1  Crowbar. 

2  Wheels. 

1  Pitchfork. 

1  Top  Maul. 

50  feet  Garden  Hose. 

1  Curry  Comb. 

1  Stable  Broom. 

4  Brooms. 

1  Horse  Brush. 

100  feet  Guide  Rope. 

2  Tables. 

2  Shovels. 

150  feet  Large  Rope. 

18  Chairs. 

2  Horse  Blankets. 

6  Rubber  Buckets. 

1  Coalscuttle. 

10  Hay  Hooks. 

2  Johnson  Pumps. 

1  Coal  Shovel. 

1  Life  Saving  Bag  and  Tackle 

75  feet  |-inch  Hose. 

1  Sponge. 

2  Patent  Nozzles. 

4  Lengths  Large  Hose. 

1  Flag. 

2  Dander  Brushes. 

6  Lanterns. 

1  Stove. 

2  Hitching  Straps. 

HOOK  AND  LADDER  COMPANY  NO.  2. 

LOCATION — SOUTH    SIDE    EEOADWAT,    BETWEEN   DUPONT    AND    STOCKTON. 

This  Truck  was  built  in  1877  by  H.  M.  Black  &  Co.  It  is  a  first-class 
Hayes  Patent  Fire-Escape  Truck.  The  number  of  ladders  carried  is  nine, 
and  the  usual  equipments  attached  to  Truck  companies. 


MEMBERS. 

AGE. 

P0SITI0.N-. 

i§ 

RESIDENCE. 

OCCUPATION. 

45 

41 

29 

30 

28 

32 

52 

27 

29 

43. 

26 

24 

30 

30 

28 

Foreman,  at  call . . 
Ass't    " 
Truckman      " 

Driver,  Permanent 

Tillerman,      " 

916  Montgomery  st.. 
Truck  house 

1411  Dupont  St....... 

Thomas  McCann 

Stephen  McGrath .... 

William  Vaughn 

Thos.  Corrigan 

Clerk. 
Porter. 
Bag-sewer. 
Brass-finisher. 

Peter  Louideck 

Edward  Mason 

Denis  Sullivan 

1229  Stockton  St 

1408  Powell  St 

Truck  house 

Florist. 

Teamster. 

Clerk 

600  Broadway  st 

Truck  house  

1405  Montgomery  st . . 
Truck  house 

Truck  house  

Storekeeper. 
Tinsmith. 
News-dealer. 
Clerk. 

FORMER  OCCUPATION 

Teamster. 
Gasfitter. 

Andrew  Meagher 

Martin  Handley 

Alfred  Florence 

EMPLOTEES. 

John  Mahone 

Peter  Fleming 

There  was  but  one  accident  during  the  year.  Extraman  Louideck  was  run 
over  by  the  Truck  on  July  4,  1880,  going  to  Box  13. 

The  company  has  responded  to  two  hundred  and  fifty-five  hall-bell 
alarms  and  eight  still  alarms,  was  in  sei-dce  at  fifty-nine  fires,  and 
worked  one  hundred  and  twenty-one  hours  and  fifty-five  minutes  during 
the  year. 
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CHIEF    ENGINEER'S    REPORT. 


INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOOK  AND  LADDER  COMPANY  No.  2. 


1  First-class  Hayes  Patent 
Fire-Escape  Truck. 

9  Ladders,  including  the  Pat- 
ent Escape  Ladder. 

1  Battering  Ram. 

4  Crotch  Poles. 

5  Hooks. 
1  Rake. 

1  Crowbar. 

1  Top  Maul . 

6  Axes. 

7  Pitchforks. 

6  Truck  Buckets. 
6  Lanterns. 

2  Johnson  Pumps. 
75  feet  K-inch  Hose. 

2  Babcocks. 

3  Shovels. 

2  Drag  Ropes. 

1  Police  Rope. 

1  Screw  Wrench. 

1  Jack  Screw. 

50  feet  Garden  Hose. 


1  Flag. 

2  Guy  Ropes. 

1  Whip. 

2  Horses. 

1  set  of  Double 

2  Blankets. 

1  Stable  Shovel. 
1  Curry  Comb. 
1  Dander  Brush. 

1  Horse  Brush. 

2  Stable  Forks. 

2  Stable  Buckets. 

2  Stable  Sponges. 

2  Oil  Cans. 

2  Spittoons. 

1  Stove. 

1  Copper  Kettle  for  same. 

1  Coalscuttle. 

2  Truck  Sponges. 
1  Stable  Broom. 
1  House  Broom. 

1  Fairbanks'  Platform  Scales. 
15  Chairs. 


10  feet  Stove  Pipe. 
1  Chamois. 

Yi  ton  Coal. 

X  cord  Fire  Wood. 

1  Life  Bag. 
175  feet  Rope. 

2  Snatch  Blocks. 

1  Clock. 

12  Hay  Hooks. 

2  Straps  with  same. 
1  Spray  Nozzle. 

1  Spare  Singletree. 

4  Hitching  Straps. 

1  Step  Ladder  for  Hay  Loft. 

1  House  Mop. 

1  Grain  Tester. 

1  Feed  Measure. 
4  Truck  Brooms. 

2  Squegees. 

1  Double  Headed  Nozzle. 
1  Oil  Feeder. 

1  Thermometer  and  Barome- 
ter combiucd. 
1  ash  barrel,  galvanized  iron. 


HOOK  AND  LADDER  COMPANY  NO.  3. 

I-OCATION — SOUTH    SIDK    MARKET    STREET,  BKT.  TENTH    AND    ELEVENTH. 

This  Truck  was  built  by  Daniel  D.  Hayes,  of  this  city.  It  is  a  third-class 
Hayes  Patent  Fire-Escape  Truck.  The  number  of  ladders  carried  is  riine, 
including  one  extension  ladder,  and  also  the  usual  equipments  attached  to  a 
Truck  Company. 


MEMBERS. 

AGE. 
32 

31 
47 
33 
30 
35 
24 
49 
29 
35 
26 
34 
31 

30 
33 

POSITION. 

h 

a 

208 
209 
210 
211 
212 
213 
214 
215 
216 
217 
218 
219 
220 

221 
222 

OCCUPATION. 

E   T    McKittrick.                                     

Foreman,  at  call  . 
Ass't    " 
Truckman      " 

Butcher. 

William  Waters 

Sam'l  Appell 

Salesman . 

William  Carew 

" 

Painter 

Frank  Haskell 

Special  officer. 
Clerk. 

W.  V.  Carroll 

Mark  Allmever 

Paper-hanger. 

Lamplighter. 
Plumber. 

William  Gallitin 

Lamplighter. 
Plumber. 

Michael  Frawlev. 

EMPLOYEES. 

D.  Kerrigan 

Geo.  Silvey 

Driv 

TiUe 

er,  Permanent 
rman,     " 

FORMER  OCCUPATION 

Teamster. 
Mariner. 

Number  of  hall-bell  alarms,  255;   number  of   still  alarms,   7;   number   of 
times  in  service,  76;  total  amount  of  work,  132  hours  and  50  minutes. 


COMPANY    STATISTICS. 
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INVENTORY  OF  ARTICLES  IN  CHARGE  OF  HOOK  AND  LADDER  COMPANY  No. 


1  Hayes  Patent  Fire   Escape 

Truck,  3d  class. 

2  Horses. 

8  Hay  Hooks. 
6  Pitch  Forks. 
1  Crowbar. 
-2  Picks. 

5  Hook  Poles. 

6  Buckets. 

1  Babcock  Extinguishers. 

6  Axes. 

4  Brooms. 

4  Shovels. 

100  feet  Police  Rope. 

1  Fire  Escape  Tackle, 

3  Cranks. 

1  Monkey  Wrench. 


4  Oil  Cans,  1  g:aIlon. 

2  Horse  Blankets. 

1  Horse  Bucket. 

1  Horse  Brush. 

1  Curry  Comb. 

1  Bo.x  Babcock  Charges. 

1  Set  Double  Harness. 

1  Whip. 

1  Ton  Coal,  e.xtra, 

2  Johnson  Pumps. 
75  feet  J4-inch  Hose. 
2  Hay  Rakes. 

1  Gong,  on  Truck. 

1  Battering  Ram. 
29  Straps. 

2  Drag  Ropes. 
1  Bar. 


5  Lanterns. 
8  Ladders. 
2  Crotchet  Poles. 
1  Squirt  Can . 
1  Jackscrew. 
1  Chamois. 


6  Chairs. 

2  Hitching  Straps. 

2  Stable  Brooms. 

1  Stable  Fork. 

1  Snatch  Block  and  Sling. 

1  pair  Wire  Cutters, 

1  E.xtra  Pole. 

2  e.xtra  Trace  Chains. 
1  Wrecking  Hook, 


HOOK  AND  LADDER  COMPiNY  NO.  4. 


LOCATION — NORTH    SIDE    PACIFIC   STREET,    BET.    JONES   AND    LEANENWORTH. 

The  Truck  in  use  by  this  company  was  built  by  the  Kimball  Manufachiring 
Company,  of  this  city. 


James  W.  Keiitzel 37 

G.  E.  Robinson 35 

W.  F.  Porter I  33 

J.  Horrigan 26 

P.  Sullivan I  31 

W.  Horrigan 23 

L.  Kennev 30 

J.  McCauil ;  29 

C.  Matthews 28 

M.  Fitzgerald 37- 

A.  Kaskell \  30 

Jos.  Fox 26 

C.  WolfiE 25 


Foreman,  at  call. 
Ass't     "  " 

■kman,     " 


James  J .  Reilev 25  '■  Driver,  Permanent  233 

B.  F.  Jones. . .'. 29    Tillerman,     "  1 234 


OCCUPATION. 


Gasfitter. 

Salesman. 

Machinist. 

Plumber. 

Salesman. 

Plumber. 

Bag  Sewer. 

Carpenter. 

Box-maker. 

Machinist. 

Salesman. 

Coppersmith. 

Clerk. 

FORMER  OCCUPATION 

Teamster. 
Tinsmith. 


1317  Broadway. 
1605  Leavenworth. 
1208  Pacific. 
1612  Leavenworth. 
Truck  House, 
1612  Leavenworth. 
1611  Leavenworth. 
Truck  House, 
1604  Facifio, 
Truck  House. 
Broadway  and  Montg, 
1206  Broadway, 
Truck  House, 


This  company  has  responded  to  255  alarms;  district  boxes,  38;  still  alarms, 
4;  total  times  at  work.  36;  total  number  of  hours  at  work,  71%. 
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CHIEF    ExNGINEER'S    REPORT. 


INVENTORY    OF  ARTICLES  IN  CHARGE  OF  HOOK  AND  LADDER  COMPANY  NO.  i. 


1  Hook  and  Ladder  Truck. 

1  Set  Double  Harness. 

2  Small  Bells. 

.'>  Crotch  Poles. 
8  Axes. 
8  Ladders. 
7  Pitchforks. 

1  Jackscrew. 

2  House  Brooms. 

1  Shovel  for  stable. 

1  Chamois  Skin. 

2  Horse  Blankets. 

2  Half-Gallon  Oil  Cans. 

."iO  feet  J^-inch  Garden  Hose 

1  Unhitching  Apparatus. 

1  Spare  Pole. 

1  Spare  Tiller. 

1  Block  and  Tackle. 


2  Side  Ropes,  25  feet. 

5  Hay  Hooks. 

6  Single  Hooks. 

6  Rubber  Buckets. 
2  Rake  Hooks . 

4  Lanterns. 

1  Monkey  Wrench. 

1  Set  Lead  Bars. 

2  Horses. 

2  Babcock  Extinguishers. 

1  Curry  Comb. 

2  Corn  Brushes. 
1   Whip. 

5  Hooks. 

1  Wreckinj,'  Hook  and  Chain. 

2  Police  Ropes,  100  feet. 
2  Johnson  Pumps. 


2  Shovels  on  Truck. 
6  Brooms  (on  Truck). 

2  Squeffees  on  Truck 
1  Hammer. 

1  Stable  Fork. 
1  Horse  Brush. 

3  Sponges. 
1  Clock. 

1  Flag. 

1  Copper  Boiler. 

2  Stoves  and  Fipe. 
1  Platform  Scale. 

1  Table. 

20  Chairs. 

200  feet  Fire  Hose. 

1  Blunderbuss. 

3  One-gallon  Oil  Cans. 


We  also  have  one  set  (5  Ladders)  of  Pompier  Equipments,  Belts,  Ropes,  Canvas,  &e. 


DAVID  SCANNELL, 

Chief  Engineer 

San  Francisco  Fire  Department. 


REPORT 


SUPERINTENDENT 


FIRE  ALARM  and  POLICE  -TELEGRAPH. 


Office  of  the  Fire  Alarm  and  Police  Telegraph,  ) 
San  Francisco,  July  1,  1881.  f 

To  the  Honorable  the  Board  of  Supervisors 

of  the  City  and  County  of  San  Francisco: 

Gentlemen — In  compliance  with  Resolution  No.  15,214,  (New 
Series,)  I  have  the  honor  herewith  to  submit  this,  the  Sixteenth 
Annual  Report  of  the  Fire  Alarm  and  Police  Telegraph  Depart- 
ment for  the  fiscal  year  ending  June  30,  1881. 

The  Signal  Boxes  in  use  consist  of: 

Automatic  Boxes 86 

Crank  Boxes 76 

Total 162 

Located  throughout  the  City  as  follows: 
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FIRE    ALARM   TELEGRAPH. 


SIGNAL  BOXES. 


Box. 

2— S.  W.  comer  Mason  and  Lombard. 

3 — S.  E.  comer  Stockt»n  and  Greenwich. 

4— N.  W.  corner  Sansome  and  Greenwich. 

5— N.  E.  comer  Battery  and  Union. 

6— S.  E.  corner  Montgomery  and  Green. 

7 — S.  E.  corner  Kearny  and  Union. 

8— S.  W.  corner  Powell  and  Union. 

9— N.  E.  corner  Dupont  and  Vallejo. 
12— S.  W.  corner  California  and  Keamy. 
13— S.  W.  corner  Front  and  Broadway. 
14— S.  W.  comer  Stockton  and  Broadway. 
15 — S.  W.  comer  Clay  and  East. 
16— N.  W.  corner  Mason  and  Pacific 
17— N.  E.  corner  Pacific  and  Kearny. 
18 — N.  E.  comer  Sansome  and  Jackson. 
19  — N.  E.  corner  Davis  and  Washington. 
21—  S.  E.  cor.  Clay  and  Keamy . 
23— S.  E.  comer  Cltvy  and  Taylor. 
24— S.  E.  corner  Clay  and  Powell. 
25— N.  W.  comer  Washington  and  Dupont. 
26— S.  E.  corner  Clay  and  Battery. 
27— N.  W.  corner  Montgomery  and  Commer'l 
28— N.  W.  corner  Pine  and  Dupont. 
29— N.  W.  corner  Stockton  and  California. 
31  -N.W.  corner  Sansome  and  Ilalleck. 
32— N.  E.  comer  California  and  Dnimm. 
34— S.  W.  corner  Mission  and  Steuart. 
35— S.  E.  corner  Montgomery  and  Pine. 
36— N.  W.  corner  Folsom  and  Steuart. 
37 — N.  E.  corner  Battery  and  Bush. 
38— S.  W.  comer  Market  and  Second. 
39— S.  E.  corner  Howard  and  Si>ear. 
41— N.  W.  comer  Sutter  and  Jones. 
42— S.  E.  corner  Ocarj-  and  Mason. 
43— O'Farrell,  near  Dupont. 
46— S.  E.  corner  O'Farrell  and  Jones. 
46— N.  W.  corner  Sutter  and  Keamy. 
47 — S.  W.  corner  Eddy  and  Powell. 
48 — S.  W.  corner  Geary  and  Kearny. 
49— N.  W.  comer  Stockton  and  Sutter. 
51 — N.  W.  comer  Folsom  and  Beale. 
52— S.  W.  corner  Mission  and  Fremont 
53— King,  East  of  Third. 
54— Engine  No.  4,  Second,  near  Howard. 
56— South  side  Bryant,  west  of  First. 
57— N.  W.  comer  Brannan  and  Second. 
58— N.  W.  comer  Folsom  and  First. 
59— P.  M.  S.  S.  Company's  wharf  .foot  of  First. 
61— S.  W.  corner  Howard  and  Tliird. 
62— S.  W.  corner  Mission  and  Fourth. 


63— N.  W.  corner  Harrison  and  Fourth. 
64— S.  W.  corner  Howard  and  Fifth. 
65 — S.  W.  comer  Mission  and  Sixth. 
67  —N.  E.  comer  Harrison  and  Hawthorne. 
68— N.  E.  corner  Brannan  and  Fourth. 
69— N.  W.  comer  Bryant  and  Third. 
71-  S.  W.  corner  Mission  and  Eleventh. 
72 — S.  E.  comer  Mission  and  Thirteenth. 
73 — S.  E.  comer  Howard  and  Eighth. 
74— Engine  No.  7,  Si.'cteenth  street. 
75— N.  W.  comer  Jones  and  McAllister. 
76— S.  W.  corner  Market  and  Hayes. 
78— N.  E.  corner  Folsom  and  Ninth. 
79— N.  W.  corner  Folsom  and  Twelfth. 
81— S.  W .  comer  Franklin  and  Hayes. 
82— N.  E.  comer  Fulton  and  Gough. 
83— N.  E.  corner  Octavia  and  Oak. 
84— Valencia  and  Market. 
85— N.  E.  corner  Laguna  and  Hayes. 
86— S.  W.  cor.  Oak  and  Van  Ness  av. 
87— S.  E.  cor.  Haight  and  Webster. 

91  -X.  E.  corner  Hyde  and  Turk. 

92  -S.  E.  comer  Franklin  and  Turk. 
93— N.  E.  corner  Jones  and  Turk. 
94— S.  E.  comer  Polk  and  Ellis. 

95— N.  W.  corner  Taylor  and  Golden  Gate  av. 

96— S.  W.  corner  Ellis  and  Taylor. 
123— S.  W.  comer  Hyde  and  Union. 
124— Woolen  Mills,  Black  Point. 
125— N.  W.  comer  Filbert  and  Jones. 
126— S.  E.  corner  Hyde  and  Washington. 
127 — S.  E.  comer  Broadway  and  Polk. 
128— S.  E.  corner  Clay  and  Leavenworth. 
129— N.  W.  corner  Pacific  and  Leavenworth. 
132 — S.  W.  comer  Pine  and  Mason. 
134— S.  E.  corner  Bush  and  Hyde. 
13.5— S.  E.  corner  Bush  and  Polk. 
136— N.  E.  comer  Post  and  Van  Ness  avenue. 
137 — N.  W.  corner  Post  and  Larkin. 
138 — S.  W.  comer  California  and  Larkin. 
139- S.  E.  corner  O'Farrell  and  Hyde. 
142 — N.  E.  corner  Valencia  and  Twentieth. 
143— N.  E.  corner  Mission  and  T\\entj'-second. 
145— N.  W.  corner  Folsom  and  T^venty-second. 
146— S.  W.  comer  Folsom  and  Sixteenth. 
147 — N.  E.  corner  Howard  and  Twentieth. 
148 — N.  E.  corner  Mission  and  Sixteenth. 
149 — S.  W.  corner  Folsom  and  Eighteenth. 
152— N.  W.  corner  Brannan  and  Eighth. 
153— N.  W.  corner  HaiTison  and  Seventh. 


FIRE    ALARM    TELEGRAPH. 
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SIGNAL  BOXES— Concluded. 


154^N.  W.  corner  Bryant  and  Sixth. 
156— N.  E.  corner  Fourth  and  Berry. 
157 — N.  W.  cor.  Folsom  and  Fourth. 
158— N.  W.  cor.  Folsom  and  Fifth. 
159 — N.W.  corner  Folsom  and  Sixth. 
162 — S.  E .  corner  Pacific  and  Franklin. 
163— S.  E.  corner  Sacramento  and  Franklin. 
164— S.  E.  corner  Clay  and  Polk. 
172— S.  E.  corner  McAllister  and  Buchanan. 
173— S.  W.  corner  Ellis  and  Buchanan. 
174— N.  E.  cornet-  Turk  and  Fillmore. 
175 — N.  E.  corner  Webster  and  Grove. 
176— N.  W.  cor.  Post  and  Octavia. 
178— N.  W.  corner  Buchanan  and  Geary. 
182— N.  E.  corner  Sixth  and  Townsend. 
183— S.  E.  corner  Mission  and  Eighth. 
192 — N.  E.  corner  California  and  Front. 
193 — S.  W.  corner  Hyde  and  Chestnut. 
194-  N.  W.  corner  Stockton  and  Francisco. 
213—  S.  W.  corner  Bush  and  Buchanan. 
214— S.  E.  corner  Bush  and  Steiner. 
215 — S.  W.  corner  Washington  and  Webster. 
216 — S.  E.  corner  Sacramento  and  Fillmore. 
217— S.  E.  corner  Bush  and  Devisadero. 
218 — N.  E.  corner  Post  and  Fillmore. 
219— S.  E.  corner  Filbert  and  Fillmore. 
231 — N.  W.  comer  Howard  and  Twenty-fourth 
234— N.W.  corner  Harrison  and  Twenty-fourth 


Box. 

235— S.W.  cor.  Twenty-Second  and  Potreroav. 
236— N.  E.  corner  Mission  and  Twenty-sixth. 
237 — S.W.  corner  Dolores  and  Twenty-second. 
238— N.  E.  corner  Santa  Clara  and  Potreroav. 
241— S.  E.  coruer  Gough  and  Bush. 
243— N.  W.  corner  Clay  and  Scott. 
245— S.  W.  corner  Geary  and  Steiner. 
246— S.  E.  corner  Geary  and  Devisadero. 
247— N.  W.  corner  Turk  and  Scott. 
248 — N.  E.  corner  Devisadero  and  Fulton. 
251 — N.  E.  corner  Broadway  and  Octavia. 
253— N.  E.  corner  Union  and  Laguna. 
254 — N.  E.  corner  Union  and  Pierce. 
261— S.  W.  corner  Stevenson  and  Ecker. 
271— S.  W.  jcorner  Seventeenth  and  Church 
273— Eighteenth,  east  of  Castro. 
274— N.W.  cor.  Twenty- fourth  and  Guerrero 
281— San  Bruno  Road  and  Twenty-Eighth. 
291 — S.  W.  corner  Jones  and  Vallejo.    • 
312— N.  E.  corner  Jackson  and  Laguna. 
314 — S.  E.  corner  California  and  Laguna. 
321 — S.  E.  corner  Pierce  and  California. 
324— S  E.  corner  Sacramento  and  Broderick 
325 — S.  E.  corner  California  and  Central  ave. 
326— S.  E.  corner  Sutter  and  Baker. 
341— S.  W.  cor.  Ellis  and  Pierce. 
351— N.  W.  cor.  Montgomery  and  Broadw 
361  -S.  E.  cor.  Ridley  and  Guerrero. 


SOUTH  SAN  FRANCISCO  BRANCH. 


2— San  Bruno  Road  and  28th. 

3 — N .  E .  cor .  First  avenue  and  Kentucky . 

4— S.  W.  cor.  Fifteenth  avenue  and  P. 


5 — East  side  Kentucky,  bet.  Sierra  and  Nev'a. 
6— S.  W.  cor.  Butte  and  Kentucky. 


E'ghty-two  82)  Gongs  and  Tower  Bells  are  operated  in  connection  with  this  office,  as  follows: 

Gongs  (large) 41 

Gongs  (small) 33 


Of  4,500  pounds  weight. 
Of  2,000      "  "■     . 

Of     800      "  "      . 

Of     300      "  "      . 


Total. 


The  Battery  consists  of  279  jars,  divided  as  follows: 


Gravity 188 

Electropoion 91 

Total "^ 
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We  are  now  operating  one  hundred  and  twenty-six  miles  of  wire,  one  hun- 
dred and  eighteen  miles  on  poles,  and  the  balance  on  houses,  divided  into 
twelve  (12)  signal  circuits  and  seven  (7)  alarm  circuits. 

During  the  past  year  the  following  extensions  and  improvements  have 
been  made: 

"We  have  put  up  thirty-three  (33)  miles  of  No.  9  galvanized  wire.  Six  (6) 
miles  of  this  was  used  in  the  construction  of  a  new  signal  circuit  through 
Hayes  Valley,  giving  this  portion  of  the  city  two  signal  circuits,  and  alternat- 
ing and  increasing  the  number  of  boxes. 

The  section  south  of  Market  and  east  of  Fourth  streets  is  the  most  com- 
bustible portion  of  the  city,  being  mainly  composed  of  planing  and  other 
wood-working  mills,  factories,  lumber  yards  and  hay  barns,  and  I  have 
always  considered  that  it  required  better  protection  than  it  had.  To  meet 
this  want  one  of  our  shortest  signal  circuits  was  extended  through  this  sec- 
tion, alternating  the  boxes,  and  reducing  the  chances  of  interference,  when 
two  or  more  boxes  are  pulled  simultaneously.  This  change  gives  us  two 
signal  circuits  in  this  district,  so  that  if  one  circuit  is  broken,  alarms  can  be 
transmitted  over  the  other.  Three  and  a  half  miles  of  wire  was  used  in 
making  this  extension. 

The  routes  of  thirteen  (13)  Hues  lunuiug  over  houses  in  the  district 
bounded  by  Market,  Stockton  and  Pacific  streets,  and  the  bay,  have  been 
changed. 

Thirty  foot  poles  were  erected  on  Dupout  street  from  the  office  to 
Geary  street,  to  Market  street,  where  forty  foot  poles  were  used  to 
Fourth  street,  and  from  Geary  and  Market  to  Second  streets,  to  Fire  Patrol. 
Twenty-five  foot  poles  were  used  on  Clay  street,  from  the  office  to  East  street, 
and  on  Battery  street  from  Clay  to  Market  streets,  to  First,  to  Stevenson,  to 
Fire  Patrol.  Poles  were  also  erected  on  a  number  ot  other  streets,  so  that 
all  our  lines  in  this  district  are  now  on  poles.  About  seventeen  miles  of 
wire  was  used  in  this  change. 

The  transfer  from  houses  to  poles,  and  the  substitution  of  new  for  the  old 
wire,  has  greatly  improved  their  condition,  as  well  as  diminished  the  chances 
of  interruption  from  contact  with  the  network  of  lines  running  through  this 
district.  Heretofore,  if  any  interruption  occurred  on  these  lines  Saturday 
night  or  Sunday,  it  was  almost  impossible  to  remove  it  until  Monday,  on 
account  of  the  business  houses  being  closed,  which  prevented  our  repairers 
from  gaining  access  to  the  roofs. 

A  new  alarm  circuit  was  added  to  the  system,  relieving  the  one  running 
through  the  Mission.     A  portion  of  one  of  our  police  lines  was  utilized  for 
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this  purpose,  from  the  office  to  Stockton  to  Fourth  to  Mission  and  Sixth 
streets,  from  which  point  new  wire  was  strung  to  Six  Engine,  thence  along 
Folsom  to  Fourth  street,  to  Ten  Engine,  to  Four  Engine,  and  back  to  the 
office.  By  this  change  we  were  enabled  to  place  the  gongs  and  bells  of 
Engines  No.  i  and  6  on  different  circuits,  so  that  if  one  is  broken,  these 
companies  will  receive  the  alarm  over  the  other  circuit.  Two  miles  of 
wire  was  used  in  making  this  extension. 

No.  6  alarm  was  entirely  rebuilt  and  placed  on  poles,  excepting  where  it 
was  necessary  to  run  over  houses,  in  which  case  No.  10  iron  wire,  braided 
and  tarred,  was  used  to  escape  contact  with  the  numerous  wires  on  these 
buildings,  and  from  being  the  poorest  circuit  in  the  system  it  is  now  one  of 
the  best. 

The  old  repeater  has  been  thoroughly  overhauled  and  reconstructed,  so 
as  to  accommodate  ten  circuits  and  two  batteries.  It  is  now  connected 
and  ready  for  use  at  any  time  should  the  new  repeater  fail.  At  present 
this  seems  very  remote,  as  it  has  given  entire  satisfaction  ever  since  it  was 
first  placed  in  position.  It  is  regularly  examined  twice  a  year,  oiled,  screws 
tightened  and  wires  inspected. 

Twelve  automatic  boxes  were  placed  in  circuit  during  the  year.  Six 
replacing  crank  boxes  removed,  the  balance  being  new  boxes  as  follows, 
and  located  as  per  official  list  accompanying  this  report,  361,  351,  341,  96,  5, 
and  box  2,  at  South  San  Francisco. 

The  line  at  South  San  Francisco  which  formerly  terminated  at  15th  Avenue 
and  P  street  was  extended  along  15th  Avenue,  a  distance  of  one  mile,  to 
28th  street  and  San  Bruno  road,  where  it  was  connected  to  the  double  box 
281  and  2. 

This  box  is  constructed  so  that  when  the  hook  is  pulled  two  character  wheels 
revolve,  sending  the  alarm  to  this  office  from  Station  281,  at  the  same  time  it 
is  transmitted  over  the  local  circuit  to  South  San  Francisco  from  Station  2, 
By  this  means  No.  11  Engine  and  7  Hose  are  brought  into  service.  The 
necessity  of  this  improvement  has  several  times  been  felt  by  the  Department, 
Heretofore  the  South  San  Francisco  branch  of  the  Department  was  entirely 
separate  from  the  city  and  only  responded  to  local  alarms. 

The  balance  of  the  thirty-three  miles  of  wire  was  used  in  short  exten- 
sions and  general  repairs  throughout  the  city. 

To  protect  our  poles  from  horses  (who  manifest  a  partiality  for  wood  diet) 
the  corners  of  all  the  box  poles,  and  those  erected  in  the  business  portion  of 
the  city  (where  telegraph  poles  are  generally  used  for  hitching  posts),  were 
covered  with  galvanized  iron. 
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Formerly  the  majority  of  the  boxes  were  affixed  to  houses.  For  several 
years  we  have  been  gradually  removing  them  to  thirty  foot  poles,  until 
at  the  present  time  but  thirteen  remain. 

All  the  boxes,  drop  wire  and  ground  pipes  were  painted,  new  drop  wires 
being  run  wherever  necessary.  In  putting  up  new  boxes  we  now  run  the 
pipe  to  the  top  of  the  pole,  which  avoids  stapling  the  drop  wires,  and  the 
possibility  of  cutting  them,  and  also  better  protects  them  from  the  weather. 

All  the  gongs  in  the  department  were  overhauled,  burnished  and  improve- 
ments made  in  theui;  glass  doors  were  also  put  on  each  and  the  weights 
painted  white  so  that  they  are  visible  from  the  floor. 

Gong  tappers  were  put  alongside  each  gong  to  which  a  coi-d  is  attached, 
and  by  means  of  pulleys  the  cord  is  run  to  any  portion  of  the  house,  enabling 
the  drivers  to  turn  out  their  horses  whenever  'desirable ;  by  pulling  the  cord 
the  gong  is  struck  and  horses  unhitched  the  same  as  when  a  regular  alarm 
comes  in. 

We  have  taken  out  all  the  long  loops  iu  the  system,  doing  away  with  the 
danger  of  having  boxes  cut  out  by  wires  falling  across  or  from  the  twisting  of 
the  loop.  Where  it  has  been  impracticable  to  take  out  a  short  loop,  No.  10 
iron  wire,  braided  and  tarred,  was  used  for  one  side;  thus,  should  the  loop 
twist,  the  box  would  remain  in  circuit. 

Two  combination  sets  were  added  to  the  office,  making  four  now  in 
use.     They  have  given  general  satisfaction  since  their  first  introduction. 

The  employees  of  this  Department  are  : 

Superintendent John  Cdkran 

Operator Ai-fred  Claeke,  Jb 

Operator Robert  W,  Silvey 

Operator Wm.  Morton 

Repairer Wm.  E.  Ackebson 

AfiBistant  Repairer Daniel  Shax 

AsBistant  Repairer J.  M.  Klein 

EXPENDITURES. 
Salaries  of  employees: 

Superintendent $2,400  00 

Operators  (3)  at  $1,500  each 4,500  00 

Repairer 1,200  00 

$8,100  00 

Extension  and  Repairs 9,950  39 

$18,050  39 
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TABLE  NO.  2. 


SHOWING  THE  NUMBER  OF  ALARMS  EACH  DAT  OF  THE  WEEK 
AND  MONTH   OF  THE  YEAR. 
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SHOWING  THE  NUMBER  OF  AL.iRMS  FROM   EACH  BOX  DURING 
THE  YEAR. 
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REMARKS. 


For  several  years  past  I  have  called  the  attention  of  the  Honorable  Board 
of  Supervisors  to  the  unreliablity  of  the  crank  box  as  a  means  of  transmitting 
alarms  of  fire. 

Valnable  time  has  been  lost  upon  several  occasions  during  the  year  in  giv- 
ing an  alarm  to  the  Department  owing  to  improper  turning.  Only  last  month 
eight  yards  of  paper  was  run  oflf  the  register  before  the  operator  could  form 
any  idea  of  the  number  of  the  box,  and  even  then  it  was  a  question  whether 
he  struck  the  correct  number.  In  this  case  one  minute  and  a  half  was  con- 
sumed in  the  endeavor  to  guess  the  right  box.  Fortunately  the  alarm  was  for 
au  insignificant  blaze,  and  was  easily  extinguished.  Here  is  a  case  where 
much  valuable  property  might  have  been  lost,  property  that  would  pay  a  hun- 
dred times  over  for  the  automatic  box. 

The  crank  box  is  affected  by  changes  in  the  weather,  so  as  to  render  them 
tiseless  at  times,  also  the  manner  of  giving  the  alarm  is  controlled  by  the 
party  turning  the  box,  who,  frequently,  owing  to  ignorance,  excitement,  or 
lack  of  common  intelligence,  turns  in  such  a  manner  as  to  cause  the  signal 
to  come  to  this  ofiice,  either  indistiuctly,  or  changes  the  characters  to  re- 
present an  entirely  different  box,  from  that  which  is  being  turned,  and  which 
may  be  miles  distant  from  the  fire. 

There  is  so  much  danger  of  their  getting  out  of  order  that  I  have  found  it 

necessary  to  visit  them  weekly,  in  the  endeavor  to  keep  them  in  correct  ad- 

#   justment.     There  is  hardly  a  week  but  that  I  find  one  or  more  of  them  out  of 

order,  and  this  in  the  face  of  the  fact  that  when  last  visited  and  turned  in 

they  were  left  in  good  order. 

San  Francisco  is  the  only  city  in  the  Union  where  the  crank  box  is  toler- 
ated; all  the  Eastern  cities  where  they  were  formerly  in  use  before  the 
Automatic  box  was  introduced,  have  long  since  discarded  them.  I  hope, 
gentlemen,  you  will  take  some  action  tending  towards  the  discontinuance 
from  the  service  of  this  box.  I  respectfully  suggest  that  you  communicate 
with  the  Eastern  departments  to  get  their  views  and  experience  in  relation  to 
the  merits  of  the  two  boxes. 

I  shall  take  great  pleasure  in  exhibiting  to  your  Honorable  Body  the  work- 
ings of  the  *    o  boxes  at  any  time  you  may  choose  to  designate. 

Until  the  appropriation  for  this  Department  was  reduced  to  seven  thousand 
five  hundred  dollars  per  year  I  had  hopes  of  being  able  to  effect  the  change  in 
the  course  of  five  or  six  years;  now,  however,  I  see  no  prospect  of  being  able 
to  do  so  at  any  date  in  the  near  future. 

In  conclusion,  I  wish  to  tender  my  thanks  to  his  Honor  the  Mayor,  the 
Board  of  Supervisors,  Fire  Department  Committee,  the  Board  of  Fire  Com- 
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missioners,  Chief  Engineer  Scannell  and  his  assistants,  Chief  of  Police 
Crowley,  the  Board  of  Underwriters  and  Capt.  White  of  the  Fire  Patrol,  for 
their  kindness  and  courtesy  to  this  Department,  and  I  also  take  pleasure  in 
returning  my  thanks  to  the  employees  of  this  office  for  their  cheerful  co- 
operation and  valuable  assistance  in  promoting  the  efficiency  and  reliability 
of  the  service. 

All  of  which  is  respectfully  submitted, 

JOHN  CUERAN, 


Superintendent  Fire  Alarm  and  Police  Telegraph. 


